(Ет cal) INSTITUTE 


OF 
ARCH rects 


Stock Blumcraft components, adjustable 

for pitch, height and post spacing, 

и, permit local ornamental iron shops to build 
quality aluminum railings . . . . 


'The Architect is offered a wide choice of stock posts, 


iN balusters and handrails for immediate shipment. 
\ / Competitive bidding among local ornamental iron shops is 
Y “> 
\ \ j provided for public and private work. 
" Y / 


% 


Low-Cost Tube-Line is comparable in price with aluminum pipe railing. 


Blumcraft Deluxe-Line is less costly than quality custom-built railings. 
[3 \ 
/ 


О F РІТТЖТЕШЕ 8 


460 Melwood St., Pittsburgh 13 Pennsylvania Permanent Display, 101 Park Avenue, New York, N. Y. 


FOR RURAL ROADS . . . FOR INTERSTATE 


Speak up for high-economy ASPHALT construction! 


Whether your new roads will lead to Smooth. .. no thump-thump-thump . . . 
market, to schools or wherever Less glare . . . Extra skid-resistance . . . 
.. . make sure they lead to low construc- Greater traflic-marking visibility. 

tion costs and a minimum tax burden. In winter, snow melts faster and pave- 
They WILL... if they are constructed ment is not harmed by de-icing chemicals. 
with ASPHALT! The facts prove it! Get all the facts for yourself. Write for 


Jur A D $ 
With heavy-duty Asphalt pavement you the booklet, “. . . From the Ground Up. 


get: more strength, more length, more 
width for each tax-dollar. Little mainte- s 
nance is needed. Maintenance is easier, THE ASPHALT INSTITUTE 2 
Asphalt Institute Building 
College Park, Maryland 


Ribbons of velvet smoothness . . . 


faster and lower, too. 4 
MODERN. ASPHALT HIGHWAYS 


Riding qualities? Greater resilience . . . 


Turn inquiries into orders 


by telephone 


IT’S QUICK AND ECONOMICAL H 1 
| Long Distance rates are low ! 

When an inquiry from an out-of-town firm comes | daytime station-to-station calls* | 
to your office, have it answered quickly by tele- | Sae a 4 
! Ғог example Hd three minutes minute ! 

phone. In that way, your company gets to the i і i 
EF - = ! Richmond to New York 954 25% | 

prospect before competition, and while he’s still ! — ! 
ан b d H Roanoke to Chicago $1.30 35¢ i 

int . Hi ions can be answere je | — "om 
intereste is quest Ч n 8 por Norfolk to Charlotte 95¢ 25¢ H 
sonally—the order written quickly, personally. | ^ Lynchburg to Atlanta ET 30% | 


Hates shown до not include 10% federal tax 


A proven idea. Profitable, too. Why not try it? 1... 


The Chesapeake & Potomac Telephone Company of Virginia 
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Specified with confidence 


for beautiful trouble-free roofs. 
NOW architects can specify the same Genuine Grade-A Unfading BUCKINGHAM 
SLATE in these exciting finishes: 
% NATURAL CLEFT 
% SAND RUBBED 
% Номер 
* PorisHED 


for flooring and structural uses such as sills, treads, fireplace facings, ete. 


Buckingham-Virginia Slate Corporation 


1103 East MAIN STREET RICHMOND, VIRGINIA 
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n2: NEUEM oom СПИ 


MODERN WEATHERPROOF ЖУЕ-2/у SIGNS Bv. 


A SIGN OF GOOD TASTE for stores, banks, installation. Track mounted, free standing, 
government buildings, schools, general offices, ог individuolly mounted letters. Choose from 
plants. And at amazingly low cost, too! BROADWAY, COLONIAL, or MODERN style 
BOIL IT! SOAK IT! FREEZE IT! DRY IT! letters. Or have special lettering custom made! 
Tough Plastic-Ply letters shrug off the effects Write for the Plastik-Ply catalog: 

of bad weather . . . last the life of your 


building. s. CRUMP COMPANY, мс. 


ALL MATERIALS FURNISHED for quick, easy 1310 E. Franklin St., Richmond, Va. 


every time you use Electricity, / 


you burn COAL. 


Nearly all Appalachian electricity is generated with 
steam, produced by burning coal. Electricity is coal 
— Coal By Wire! 

This year, to provide electricity needed by its 
customers, Appalachian will burn 4 million tons of 
coal “home-grown” in southern West Virginia and 
southwestern Virginia. Producing this vast tonnage 
will provide 1,975 jobs at the mines and pay about 
$9 million in mine wages and salaries. 

These coal-by-wire dollars circulate throughout 


the territory served by Appalachian, strengthening With the completion of its new 450,000 

the business economy of every community. They are kilowatt Clinch River Plant in Russell County, 

spent for food, clothing, shelter and entertainment. DAD SRO TORT ae ck тш burn ап 
a itiona о ome-grown 

They find their way into tax tills and church donation coal yearly, This means that there Bel be 

plates. Many are contributed to charities and various even more coal-by-wire dollars for the есо- 
Бұр funds. Everybody benefits! nomic support of your community and state. 


« — ELECTRIC POWER COMPANY 
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ECONOMY CAST STONE СО. 


P. O. BOX 3-P 
Op ) е" PF 
(N, ; 
Sales and Display Office 
15 E. Franklin St., Richmond, Virginia 
CAST STONE 
MO-SAI ARCHITECTURAL FACING PANELS 
GRANUX POLISHED FACING 
CHANNELCRETE ROOF DECKS 
T X С NAILABLE ROOF SLABS 
LITH-I-BAR FIRESAFE FLOOR & ROOF SYSTEMS 
CHANNELCRETE LONG SPAN DECKS 
PRESTRESSED CONCRETE 


Inter-State Foundry & Machine Co. 


Grey Tron, Brass & Aluminum Castings 
Precision Machine Work 
STEEL 
FABRICATED & ERECTED 
PLATE & DUCT WORK 


Johnson City, Tenn. 


See the Two Elementary Schools in Radford, Page 41. 


HOME LUMBER CORP. 


Building Materials of All Kinds 


Specializing in Millwork 


Cleveland Ave. & 17th St., S.W. 
P. O. Box 4097 Phone DI 3-3685 
ROANOKE, VIRGINIA 


We Are Proud to Have Furnished the Millwork for the New Hollins College Chapel 
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LAWS FOR ARCHITECTS 


S THE TIME FOR THE 1958 session of the General Assembly of Virginia 
approaches, the thoughts of many Old Dominion architects are turning to 
he laws that govern the practice of their profession. While there was no attempt 
in 1956 to introduce any amendment to the existing statutes, there is a fresh 
iscussion of the legal trials and tribulations of practice as cach new Legislature 
ession approaches. And this fall, unrelated to the Assembly, there will be a 
novement toward stricter legal interpretation. which will be of interest to 
bserve. 

The Virginia State Department of Professional and Occupational Registration 
ill institute а program designed to clarify the existing code which covers the 
practice of architects, professional engineers and land surveyors. Representatives 
f the Department will confer with the municipal boards, all over the state, 
ho come into contact with building operations. As pertains specifically to 
rchitects, the purpose of this program of enlightenment is to bring stricter 
nforcement to violations of the code. 

Mr. Turner М. Burton, the deeply interested director, believes that most 
iolations are the result of ignorance of the law. The original acts have been 
n the books less than 40 years, with the last amendment in 1938, and the 
anguage defining the sphere of the architect is somewhat vague. Indeed, the 
efinition of architect leaves much to be desired. With this looseness of definition, 
t has not been easy cither for violators or enforcers to interpret the letter of 
he law in a relatively new act which introduced new restrictions to practices 
hat were centuries old, 

In addition to the ageless practices of builders and clients, equally basic was 
he habit of mind that regarded architects as at best a superfluity. If Mr. Burton 
correctly interpreted, this would mean on one hand that many violators have 
ever learned there is anything wrong with the old practices, and on the other 
hat persons employ non-certified builders with no awareness of any code 
rbidding it. 

It must also be pointed out that no strong deterrent existed for the violator, 
hen violations were treated as a misdemeanor which carried a $25 fine. Some- 
ow Amcricans learn more quickly about laws that carry heavy penalties. 


Yet, at bottom, it is not the violator, either through ignorance or willfulness, 
ho is responsible; there will always be violators of any law. It is the public 
hich has not been educated to appreciate the vital necessity of employing a 
gally registered architect. The fault of this lack of education would seem to revert 
the architects themselves. 
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In 1954, when an abortive effort was made to amend the existing code in the 
ate legislature, the architects were defeated before they began by the apathy 
f the public's representatives — in that case, truly representing the public 
ttitude. The average Virginian of middle-age or over grew up in a house built 


(Continued on page 66) 
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NEW RIVER 
ELECTRICAL 
CORP. 


ск 


Electric Contractors for 


Utility Construction, Sub Stations 


And Industrial Wiring 


ow 


7th N.E. DI 4-6873 


ROANOKE, VIRGINIA 


CONTERTS: ~ 


James-Barry-Robinson Home for Boys. 
Ennion G. Williams Hospital е 
Belmont Branch Library. 10 
Lakewood Junior High School in Norfolk 11 


Virginia Bank Architecture 13 
Cover Story........... . 14 
Aluminum Dome.. 32 
Rebirth of French Stained Glass Art.. 35 


Survey of Plan Room Facilities... 
Officers of the Va. Chapter, AIA.. 


Officers for the Va. Foundation for Archi- 
tectural Education ias 


Virginia Business Review 
by Rosewell Page, Jr. 


Presentation of J. Ambler Johnston’s 
absorbing survey on building construction 
costs, scheduled to begin in this issue, is 
rescheduled, due to technical difficulty, 
to the February VIRGINIA ARCHI- 
TECT SECTION. 


COVER NOTE 


Frantz and Addkison were the architects 
for the First National Exchange Bank of 
Roanoke, Melrose Avenue Branch, shown on 
the cover. For more pictures and accompany- 
ing article, see page 14. 
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tHE STALEY СО., inc. 


STEEL & ALUMINUM WINDOWS 
STEEL DOORS 
METAL SPECIALTIES 


TRUSCON STEEL BUILDING PRODUCTS 


PHONE MILTON 4-4539 
2205 TAZEWELL ST. RICHMOND, VA. 


Waterproofed Flamingo Mortar Cement 


For Distinctive Masonry—Natural or Colored 


Crushed Stone Products 


For Roadway * Concrete * Ballast * Agriculture 


RIVERTON LIME & STONE COMPANY 
RIVERTON, VIRGINIA 


Since 1868 


PLEASANTS HARDWARE | 


The 40 year old, 250 ft. high 1607 West Broad St 
chimney of the Continental Can $ M 
Со., Hopewell, was repaired, Contract Builders’ Hardware 


after damage by hurricane in Certified Architects’ Consultants 
1954, by pouring a 5” thick ring 
of reinforced concrete. 


Agents For 


Schlage Locks Russell & Erwin Hdwe. 


Stanley Works McKinney Mfg. Со. 
. қ 4 
Consolidated Complete New Display Room 
СІ . С 612 М. Lombardy St. 
umney 0. CUSTOMER PARKING LOT 
8 S. DEARBORN ST. — See — 
Y : Branch Bank of Henrico— Scott Residence E. С. Williams Hospital 

CHICAGO, ILLINOIS Southern Bank & Trust Building—River Road Baptist Church 


Beth Ahabah Building West Broad Street Branch, Central National Bank 
Featured in This Issue. 
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HE JAMEs-Barry-Ropinson Home 

for Boys is a Home for orphan 
boys situated on Kempsville Road in 
Princess Anne County and is comprised 
Xf two Cottage Buildings, Administra- 
tion Building, Shop and School Build- 
ing and Gymnasium. 

‘The Chapel is the latest addition to 
the group, All buildings are of Colonial 
lesign. 

The nave seating will accommodate 
120 persons. The size of the Church 
juilding is 40'-0" x 105-0”. 

The exterior is of Colonial regular 
ize brick to match the other buildings. 
The exterior steps are of granite. 
The platforms are of Colonial brick 

aver. 

Railings are of wrought iron. 

The circular window above the en- 
rance is of art glass and designed from 
1¢ Medallion of the Benedictine Order, 
whose Priests operate the School and 
Tome. 

The interior is of oversize Colonial 
ick. Window openings have wide 


James-Ba rr 


РЕСОР 


panelled jambs and round heads. 

Sashes are balanced type, thick mun- 
tins with old blown type glass panels. 

The trusses are of Arkansas 
pine. Ceiling of Arkansas pine boards. 
All stained to an aged wood lustre. 

The varigated Vermont 
slate in conformity with the existing 
roofs. 

The floor of the Sanctuary is of 
Italian marble. The aisles are paved 
with colored varigated Vermont slate 
in random pattern. 

The Altar railing is of Italian marble. 


wood 


roof is of 


The Statuary is of white marble 
carved in Italy. 
The Stations of the Cross are of 


wood tinted with color and were made 
by wood carvers in the mountain area 
of Italy. 

The seats are of white birch. 

The lighting fixtures are of Colonial 
influence except that over the Sanctu- 
ary. This is of plastic forming a 
luminous arch over the Sanctuary. 

The heating system is radiant type, 


з. ARCHITECT 
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Robinson Home for Boys 


Architect: 
Г. David Fitz-Gibbon 


General Contractor: 
R. R. Richardson & Co., Inc. 


wrought iron pipe in the concrete sub 
floor slab. 

The toilet rooms’ walls and floors are 
tile. 

Landscaping around the building was 
done by the Winn Nurseries of Norfolk, 
Virginia. 

R. R. Richardson 
Norfolk, Virginia, 
Contractor, The 
as follows: 


of ceramic 


& Co., Inc. of 
the General 
sub-contractors were 


was 


Metal doors & frames 
Hodges Co.; Stonework, marble, slate tile, etc., Ajax 
Tile & Marble Co.; Structural steel, Barnum Bruns 
Iron Works; Millwork, К Е. Richardson Co., (Rich- 
mond, Va.); Cabinet work, Elliot & Co., Inc.; Lath, 
plaster & acoustic, Febre & Со.; Roofing, sheet metal 
& ventilation, C & M Sheet Metal & Roofing Corp.; 
Painting, E. Caligari & Son; Bell, J. P. Duffy, (Pitts- 
ford, Vt.); Organ, Charles Campbell Piano Co., 
Inc.; Plumbing & heating, Coley & Petersen; 
tric, Mechanical Engineering ( 
Church Furniture Co., (Monroe, N. € 
Harry Kokinis Antique Shop; Program 


Hall 


toilet partitions, 


zlec- 
ker 
Furniture, 
Лоск, Me- 


chanical Engineering Co.; Stained Window, 
D’Ascenzo Studios; Altar, statutes, etc., Ajax Tile 
& Marble Co.; Carpets, Ajax Company; Lightning 


Protection, W. Е. Old. 


— 


Ennion G. Williams Hospital 


не ENNION С. WILIIAus Hospital, 

located at The Medical College of 
Virginia, houses six floors of negro 
tuberculosis patients and four floors of 
negro patients from St. Phillips Hospi- 
tal. The building, although partially 
occupied will be completed February 
1, 1958, at a cost of six million dollars. 


BELMONT 
BRANCH LIBRARY 


Architects: 
Budina & Freeman 


Mechanical Engineer: 
Emmett L. Simmons 


General Contractors: 
Andrews & Parrish 


Associated Architects: 
Baskervill & Son, Hankins & Anderson 
and Merrill C. Lee 


The building is eleven stories; will 
have 450 beds. Tuberculosis patients 
will occupy 200 beds and 50 beds will 
be used for tubercular surgical cases. 
The other 200 will be for patients in 


HE BELMONT BRANCH LIBRARY is 
located in the west end of Rich- 
mond, one block from the Cary Street 
business district, so as to serve shoppers 
as well as local residents in this area. 
The building is nearly square in plan 
so as to get a maximum floor area with 
a minimum exterior wall. The exterior 
walls are of face brick with cinder block 
back up, load bearing walls. The roof 
construction is a steel deck supported 
on steel joists, beams and columns. The 
roof is insulated with 2” of rigid insula- 
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medicine, pediatrics and psychiatrics. 

The building is of fireproof construc- 
tion and is air-conditioned. A parking 
area on two levels will house 88 cars. 

The project was a joint venture con- 
ceived by Dr. William T. Sanger, past- 
president of The Medical College of 
Virginia and Dr. Mack I. Shanholtz, 
State Health Commissioner. 


Phase #1 
Contractors, Doyle & Russell 
Subcontractors: masonry, Асһог Fireproofing Co., 
Washington, D. C.; stone, Indiana Limestone; alu- 
minum work, Binswan Co., Richmond; tile and 
terrazzo work, Ajax & Marble Co., Norfolk; 
structural steel work, Richmond Structural Steel 
Co., Richmond; concrete, Southern Materials Co., 
Richmond; heating, air conditioning and plumbing, 
W. Н. Singleton Co., Arlington; roofing, W. 
Martin Co., Richmond; electrical, E. C. Ernst, Rich- 
mond; x-ray equipment, Westinghouse, Richmond; 
elevators, Otis, Richmond; floor covering and acou- 
stic tile, W. M. Northen Co., Richmond; case work, 
St. Charles Co., Fred Todman, Agent, Richmond; 
painting, O. E. Walker, Richmond; hardware, Chas. 
Leonard Hardware Co., Petersburg. 


Phase #2 
Contractors, J. Kennon Perrin Co. 


Subcontractors: masonry, W. D. Duke, Richmond; 
nited Tile & Terrazzo Co., Greens 


side Electric Com 
Richmond; sterilizer 
York; glass and glazing, Sash, Door 
Richmond; plastering and lathing, W. D. Stowe, 
Richmond; metal door frames, Roanoke Engineerin 
Sales Co., Roanoke; hardware, Pleasants Hardware| 
Co., Richmond; painting, L. K. Burton, Richmond | 


tion. Тһе ceiling is acoustical plaster о 
metal lath. The interior walls аг 
painted cinder block. The floors ar 
%” cork tile on a waterproofed concret 
slab on fill. 

The building was designed for th 
maximum amount of natural ligh 
available with this construction system 
without the loss of usable wall space 
needed for book shelves. The entrance 
has a wide expanse of glass which give: 
a great amount of vision from both in 
side and out. The glassed-in work area 
in the center of the building gives th 
opportunity for a maximum of super 
vision with the minimum of personnel 
The reading room has been divide 
into three separate arcas for children 
teen-agers, and adults. The meetin 
room was planned for community ac 
tivities as well as an additional readin 
room when necessary. The lightin 
fixtures are surface mounted fluorescen 
type. 

The heating system is an indirect ga 
fired steam boiler and heating coils wit 
supply air ducts in the ceiling and те 
turn air ducts under the floor, Thi 
same duct system is used for the sum 
mer air conditioning which is connecte 
to a 10 ton unit in the boiler roo 
The meeting room has a separate 5 to 
unit to serve this area only. 


Тһе shelving and other library equip 
Founded 187 


— 


— 


Associated Architects: 
A. Ray Pentecost and Joseph B. Courtney 


A. Ray Pentecost and Joseph В. 
'ourtney, associated Architects, of Nor- 
5 received a low bid of $1,988,473 
bn the proposed Lakewood Junior High 
School for the Norfolk City School 
Joard from A&P 
any of Norfolk. 
This price will include all driveways, 
barking lots (for 150 cars), sidewalks 
nd site improvements. Considering the 
echnical problems involved in a site 
vhere as much as 6 feet of fill will be 
equired and the entire building must 
e constructed on 50 foot pile founda- 
ons, this appears to be an exception- 
Пу reasonable figure. 


Construction Com- 


The building itself contains 125,874 
juare feet. It is designed for 1200 to 
500 pupils in 28 classrooms. The audi- 


-.--- - 


jeneral Contractor: 
A&P Construction Co. 


torium will have a capacity of 560. The 
cafeteria capacity will be 600. Special 


rooms include a choral room, band 
room, 4 rooms for counselors, a five 
room clinic and five science rooms. 


Other spaces include 3 rooms for home 
economics, 3 rooms for the art labora- 
and a with a seating 
capacity of 154. An administrative suite 
is also included in the building as are 
four shops, four health rooms and an 
auxiliary gymnasium with all required 
dressing rooms, showers, etc. 

'The Willowwood Drive 
along a 620 foot front. The land extends 
back 480 feet from the drive. A drive 
in will be provided from the Drive to 
permit school busses to unload on the 
school grounds, and also unloading and 


tory, library 


site faces 


LAKEWOOD JUNIOR HIGH SCHOOL IN NORFOLK 


Watson & Hart 
Consulting Eng 


ers: 


loading of passenger cars, 

Wings of the building will be two 
stories in height. The walls will be of 
panel construction. The main entrance 
will be faced with emerald pearl 
granite, while secondary entrances will 
be trimmed іп limestone. Exterior 
masonry walls will be faced with buff 
brick and backed up with masonry 
block. Corridor floors within the build- 
ing will be of terrazzo and corridor 
walls of ceramic tile. The roof will be 
built up and covered with white marble 
chips for heat reflectance. Unit ven- 
tilators іп each space will heat the 
building. The lighting will be fluores- 
cent. 

Watson & Hart were consulting en- 
gineers for the project which is expected 
to be under construction shortly. 


ient is of natural finished birch and 
'as furnished and installed by Reming- 
oÜn Rand. 

There is parking available off the 
lley with a rear entrance into the 
uilding. The building is designed for 
iture expansion with addition on the 
est side of the building. 

Listed below is the list of contractors 
ho furnished materials as services for 
ie construction of the building. 
Masonry, L. E. McAllister; 


г Conditioning, №. J 
; Floor 


Plumbing, Heating & 
Turner; Plastering, J. A 
Covering, W. Morton North- 
Whitley Roof- 
Berguin; Millwork 
ainting, А. E. Purdue Company: 
& Glazing, Pittsburgh Plate Glass Co 
Martin Tile Company. 


ny; Electrical, J. R 


refront 
ramic Tile, 
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McCLUNG LUMBER CO., INC. 


Salem, Va. Phone DU 9-5479 
BUILDING SUPPLIES * BUILDING HARDWARE 


р || A. E. ALLEN 


SWING & PRICE 1 


ELECTRICAL CONTRACTORS FIXTURES || 
We Solve Your Electrical Problems | LAMPS | 
RESIDENTIAL—COMMERCIAL — 


. NEW INSTALLATIONS * REPAIRS * MAINTENANCE 

+ FLUORESCENT LIGHTING—MAINTENANCE 2 Е * 

- EXPERT TROUBLE SHOOTING RETAIL — WHOLESALE 

* Member NECA Dial Richmond MI 4-5789 

We Wire for Electric Hot Water Heaters Ranges Visit Our Beautiful Show Rooms 

Heating Equipment—Air Conditioning Sce the Scott Home on page 51. 

5 TRUCKS SERVING THE PENINSULA 
PHONE: NEWPORT NEWS 3-1666 


A. E. Allen, Inc. 


SHOP: 2455 W. PEMBROKE AVE. P. O. BOX 1252 One W. Cary St 
HAMPTON, VIRGINIA WYTHE BRANCH RICHMOND, VIRGINIA 


See the B'Nai Israel Synagogue on Page 34. 


he depends оп 


h * 
77 21 


His is an exacting job. 

His plans call for quality materials. Materials that will meet 
every demand of today's high building requirements . . . and 
continue to meet the demands of the future. 


He has to be sure he's getting the best. So he turns to a company 
whose integrity and reliability have been proven—again and 
again. 


The modern architect knows һе can depend on 


READY-MIXED CONCRETE 
"The Foundation for Good Building" 


SOUTIIERN MATERIALS ch., IN 


/; 
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DRIVE-UP WINDOW 


First National — 


Exp r EB 


TELLERS 


HT TE TL 


| МС 4 il ^| 
Exchange Bank | Ges 
Н e y 
х | p 
of Roanoke E "ES 
CJ 
MELROSE AVENUE BRANCH 1-1 
| 
Frantz and Addkison, Architects 
J. M. Turner & Co., Contractors ERRARE: 
See Cover Picture | 


TS STRUCTURE is the first to be built in a shopping 
center, the buildings of which will form an almost 
encircling background. It is interesting to note that the 
largest Virginia bank west of Richmond realizes the im- 
portance of using contemporary architecture in its new 
structures and recognizes the invitation large glass areas 
present to the public, in striking contrast with the forbidding 
character of many older banks of pierced masonry. 

The structural system consists of steel decking on steel 


—Deyerle Photo 


beams supported by exposed tubular steel columns, Exterior 
walls are faced with brick and plywood with concrete unit 
back-up. All glass areas are double glazed. Exterior metal 
and wood are painted. Interior woodwork is stained walnut. 
The ceiling is fissured acoustical tile and the floor covering, 
vinyl-asbestos. Downlights are used for illumination and 
the building is heated by gas and has year-round air 
conditioning with cooling by refrigeration. Bright colors 
were used on the exterior and on interior plastered walls. 
A large percentage of interior wall area is either exposed 
brick or wood. 

The building contains a vestibule with main entrance 
fecing a parking space; a public lobby; space for five tellers; 
coupon booth; vault; officers’ space; storage room and 
staff lounge with dependencies. A drive-in window can 
be served from tellers’ space. 

The building covers about 2,800 sq. ft. and the con- 
struction cost, excluding vault door, drive-in window, and 
night depository, was about $60,000. J. M. Turner & 
Company were the contractors and the sub-contractors and 
principal suppliers of material follow: 


Roanoke Ready Mix Concrete. Corp.; 
& Bridge Works, Inc.; brick, 
Masonry Sales Co.; structural 
roofing and sheet lietal work, ey Roofing Corporat steel door frame: 
Roanoke E igincering Sales Co.; lathing, plastering & furring, Hampshire Со) 
poration; acoustical tile, Hampshire Corporation; resilient floor, Hamps 
Corporation; glass and glazing and aluminum doors, Pittsburgh Plate Glass $ 
Hardware 


Roanoke Iron 
ider block, Pre-Shrunk 
steel deck, Fenestra; 


reinforcing steel, 


Structural Steel, I 


Concrete, 


millwork, South Roanoke Lumber Co.; finishing hardware, Nelson 
Company; plumbing, Weddle Plumbing & Heating Co.; g and air con- 
ditioning. Valley Roofing Corporation; electrical work, Engleby Electr ic Com- 


located in Roanoke, with the 


Michigan. 


АП of the above firms are 
of Detroit, 


pany. exception of 


Fenestra, Inc., 


ERWIN SUPPLY & HARDWARE CO., INC. 
McCLURE, VIRGINIA 


MINE, MILL, ELECTRICAL SUPPLIES, WELDING SUPPLIES 
HERCULES EXPLOSIVES 


— Wholesale Only — 


PHONE СІЛМСНСО 2311 
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This Branch Bank is located оп the southwest corner of 
Broad and Thompson Streets, Richmond, Virginia. Its main 
entrance and large glass facade opens on Broad Street, 
providing a view of the vault door and entire banking room 
from this main thoroughfare. At the east end, facing 
Thompson Street, the officers’ space is on the main floor, 
with two private offices adjacent thereto, and a large meet- 
ing room with small kitchen is provided above on an 
enclosed mezzanine. The south side of the bank has a 
long covered walkway with parking areas adjacent. The 
glass area on both the south and east facades are protected 
from the sun by vertical louvers operated by a clock 
mechanism, which always keeps the glass in shadow. The 
west side of the main banking building houses the vault, 
coupon booth, and work space оп the first floor, and rest 
rooms, lounges, snack bar and storage on the mezzanine 
floor. 

Тһе teller counter has а movable top structure which 
can be arranged to accommodate any number of tellers 
up to a maximum of sixteen. 

A customers’ lounge space is provided beside the Broad 
Street entrance. 

West of the main building are three drive-in tellers’ 
stations housed in two circular structures and connected 
to the main building by an underground tunnel. Provisions 
have been made for the addition of two more drive-in 
structures in the future. 


A partial basement houses the heating and air condition- 
ing equipment. 


— — 


ЕБІСК, VASS & 
STREET 


Painting Contractors 
2614 Hull St. 
Phone BE 2-2161 
RICHMOND, VIRGINIA 


Painting Contractors on W. Broad St. Branch of 
Central National Bank. See story on this page. 


Painting Contractors on River Road Baptist Church. 
See story on page 57. 
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Central National 
Bank, West Broad 
Street Branch 


Architects and Consulting Engineers: 
Baskerville & Son, Hankins & Anderson 


General Contractor: Doyle and. Russell 
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А өтеу glazed brick with manganese flecks was used on 
both the exterior and interior. The window trim, canopy 
columns, fascias, coping, and letters on the west elevation 
and all interior door frames are blue anodized aluminum. 
The window louvers, glazing beads, fluted wall panels on 
both the interior and exterior, and letters on the north 
and south elevations are gold anodized aluminum. The 
ceilings of the rear canopy, front entrance porch, and north 
and south entries are formed by exposed structural metal 
pans. The circular canopies of the drive-in tellers’ booths 
are of rubbed concrete. Interior woodwork and furniture 
are walnut. The floor is rubber tile with a grey field and 
accent stripes of blue. 

A grey moresque carpet is used in the officers’ space. 

The ceilings are made up of 2’ x 4 panels of acoustical 
plank on exposed aluminum tees, and 2’ x 4” flush fluores- 
cent troffers are symmetrically placed in the ceiling pattern. 

Doyle and Russell, General Contractor. Subcontractors: Painting, Frick, Vass 
& Street, Inc.; Rigid Insulation, Virginia Insulation Co., Inc.; Paving, Garrett 


& Company; Electric Work, Nortside Electric Company; Metal Deck (Entries 
Millwork, R. E. Ric 


14 13), Н.Н. Robertson Company: ardson & Sons, Inc. 
Lavatory ssories, United Paper Company: Masonry, W. D. Duke; Jalousies, 
Lemlar Manufacturing Co.; Kitchen Equipment, К. 5 ontgomery, Inc.; Access 
Panels, John K. Nie ssersmith Co, Inc.; Acoustic ' nd Floor Covering, W. 


Morton Northen & Inc. Lath and Plaster, E. M. Stowe; Incinerator, Sar- 
gent Building Specialities, To: Metal Letters, Colonial-Hites Company; Alu- 
minum Work, Hankins & ELA Inc.: Glass and Glazing, Binswanger & Co., 
ramic Tile and Marble. Martin Tile & Marble Company; Miscellaneous 
Aphart Steel Company, Inc.; Folding Partitions, J. S. Archer Company; 
Metal Partitions, L. C. Tolson Co., Inc.; Masonry Waterproofing, Brisk Water- 
proofing Co., Inc.; Mc tal Doors and Frames, Roanoke Éngineering Sales Co.; 
Roofing, Sheet Metal and Waterproofi N. W. Martin & Bros., Inc Struc- 
tural Steel, Globe I Construction С inish Hardware, Pleasants Hardware; 
Gypsum Roof Deck, J. B. Eurell; Plumbing. Heating а Conditioning, 
H. S. Flournoy: Reinforcing Steel, Virginia Steel Company; Steel Forms, Ceco 
Steel Products Corp.; Steel Deck, The R. C. Mahon Company; Bar Joists, Vir- 
zinia Stee! Company: Vault, Morton Marks & Sons; Concrete Southern Mate- 
tials Co.; Face Brick, Hanley Company; Reinforcing Steel and Wire Mesh, 
Bowker & Roden; Excavation and Backfilling, А. L. Phillips’ Sons. 
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Colonial-American National 
Bank, Williamson Road Branch 


Architects: Frantz & Addkison 
Robert L. Brown, Mechan 


al Engineer 


Contractors: H. A. Lucas & Sons 


G iene BUILDING is located in a populous suburb of Roa- 
noke at the corner of Huntington Boulevard and an 
arterial street, Williamson Road. The principal entrance was 
planned to open to the arterial street inasmuch as neighbor- 
ing shops are on this street and pedestrian shoppers find that 
location more convenient. The night depository may be used 
from exterior or from the main entrance vestibule where 
letter slot, writing counter and deposit slips are accessible 
day and night. In order that square footage might be most 
efficiently used, no private office for conferences was рго- 
vided, and employees lounge can be used on those rare oc- 
casions when such space is needed. 

Officers of the Second National Bank of Red Bank, New 
Jersey, seeing this structure, had it virtually duplicated, in- 
cluding colors and furnishings, for use as a branch of their 
bank in Little Silver, New Jersey. 


HUNTINGTON BOULEVARD 


FLOOR PLAN 
-= 


Exterior walls are Roman buff colored brick with con- 
crete unit backup. Exterior brick extends into interior at 
sides of main entrance vestibule, public lounge space and 
office area. Walls around vault are plastered. All other in- 
terior walls are painted concrete units. All glass in exterior 
walls is double. Ceilings are acoustical plaster. 

Floors are covered with vinyl-asbestos tile. Deal plates 
and customers’ ledge are Belgian black marble. All exposed 
woodwork on exterior and interior is Honduras mahogany. 
Exterior overhang fascia is covered with stainless steel. 

Exterior walls are of bearing type with columns and 
beams used where glass occurs. The roof construction is of 
open web joists with steel decking and built-up roof. Ceilings 


PAGE SIXTEEN 


VIRGINIA RECORD 


are of tied-on type and elsewhere supported оп 1%” chan- 
nels, 

The building has year-round air conditioning. Cooling is 
accomplished by reciprocating compressor. Heat is supplied 
by gas fired steam boiler. Distribution system includes supply 
ducts above ceiling and ceiling diffusers. Air is returned 
through a system of low side wall grilles and underfloor 
terra cotta piping. 


H. A. Lucas & Sons were the contractors for the structure 
which cost about $70,000, including vault door, drive-in 
window, night depository, furniture and landscaping. 

The sub-contractors and suppliers of material were as fol- 
low: 


Structural steel, Peerless Drafting & Sales Cc 
Roanoke Iron Works; reinforcing steel, Virginia Steel Company; steel joists, John 
W. Hancock, Jr., Іпс.; roofing and sheet tal work, Valley Roofing Corporation; 
plumbing and heating, R. In millwork, Skyline Lumber Company; 
ceramic tile work, E. V. resilient flooring and base, Chas. J. Krebs; 
painting, Davidow Paint and Wallpaper Co.; finish hardware, Nelson Hardware 
Co.; steel decking and metal door frames, Roanoke Engineering les C 
and glazing, Binswanger & Ci ny; electrical work, Delta Electric С 
Eldridge Cundiff. Inc.; lathing and plastering, Billy К, Ayers & Son. 

All of the above firms are located іп Roanoke with the exception of Virginia 
Steel Co., Inc., of Richmond, Virginia, 


miscellaneous metal work, 


accessories 


Branch of the Bank of Henrico 


* 


UDINA & FREEMAN were the Architects and J. Kennon 

Perrin, the General Contractor, for the Branch of the 
Bank of Henrico in the town of Highland Springs near 
Richmond. Designed primarily as a banking room with 
office space included in this area, it also has drive-in teller 
facilities as well as a night depository. The building is of wall 
bearing construction with wood roof joists and steel beam. 
The exterior walls are brick-faced with block back up, The 
interior, for the most part, is painted block with the ex- 
ception of the east wall of the public space which is face 
brick, the same as the exterior. The ceiling is acoustical tile 
stuck to a sheet rock base and the roof is insulated with 
4" of rockwood. The floor is vinyl tile on a concrete slab 
on fill. 

The lighting fixtures are surface mounted fluorescent 
with recessed Hi-hat fixtures in ceiling of the over hang. 
The entrance is of aluminum and plate glass storefront 
construction. The building has year round air conditioning 
supplied by a combination warm air and cooling unit with 
supply ducts in the ceiling and return ducts under the 
floor. The walks are brick paved and the driveway and 
parking area is surfaced with rolled asphalt. 

The contractors who furnished 
for this building are as listed below. 


materials апа services 


Brickwork, Southern Brick Co.; plumbing, Scalabrin Plumbing & Heating 
Co.; electric work, S. K. Blankenship; heating & air conditioning, Air-Flo 
Heating & Air Conditioning Co.; floor & ceiling tile, Hampshire Corp.; store 
front & glazing. Sash Door & painting, J. С. Hungerford; paving, J. Р. 
Dillard; hardware, Pleasants Hardware; roofing, N. W. Martin. 
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WATER WORKS, PINE BLUFF, ARK, HOSPITAL, WILMINGTON, OHIO 


Distinctive Beauty and Outstanding Service 


_, for Municipal Buildings with 


hitectural Concrete 


These examples show the possibilities architectural 
concrete offers the architect for designing municipal 
buildings to make any community proud. 

This versatile structural material has rugged 
strength, unexcelled resistance to the elements, 


ELEMENTARY SCHOOL, MINNEAPOLIS, MINN. maximum firesafety and long life. 

Being moderate in first cost, needing little main- 
tenance and having long life, architectural concrete 
municipal buildings will please both taxpayers and 
officials with their low annual cost. 

Our technical staff will gladly help you obtain 
the structural and economical advantages of con- 
crete. Free literature, distributed only in the U.S. 


and Canada, is also available on request. 


PORTLAND CEMENT ASSOCIATION 
1401 State Planters Bank Bldg., Richmond 19, Virginia 


A national organization to improve and extend the uses of portland cement and 
concrete . . . through scientific research and engineering field work 


CITY HALL, STILLWATER, OKLA. 


A, NEB. 


— 


PARKING GARAGE, TYLER, ТЕХ, FIRE STATION, OMAH 
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Architects-Engineers: Hayes, Seay, Mattern & Mattern 


Client: The Bank of Salem—Mr. Robley Wood, Mr. C. H. Givens 
Location: Corner of East Main Street апа Alabama Stree 
General Contractor: Days Construction Co. 

Contract Price: $136,400.00 


Salem, Virginia 


HE NEW BANK оғ Sarem building will introduce to 

Salem the most recent trend in banking design and 
planning and will bring to the bank's customers the latest 
innovations in banking facilities and conveniences. 

The adjacent store building to the east of the present 
bank building, until recently occupied by J. J. Newberry 
Company, is being taken over by the bank, and this building 
will become the new spacious lobby of the bank. The build- 
ing project consists of complete renovation of the interior 
of the existing bank building and the store building and the 
construction of a new front on Main Street to combine the 
two buildings into one unit. 

‘The banking area will provide all of the modern facilities 
including a new account area, loan and financing depart- 
ment, and a coupon room adjacent to the safety deposit 
vault. The executive offices will be located near the main 
banking area for convenient access by customers. To the 
right of the banking area, along the wall, are the new tellers’ 
counters, custom designed by American Furniture and Fix- 
ture Company. Тһе fixtures will be of the most modern type, 
utilizing walnut and marble for beauty and simplicity in 
keeping with the design of the building. The entire room 
will be lighted to a high intensity through a transluscent 
ceiling by fluorescent tubes above the ceiling. This feature, 
while imparting a cheerful daylighted atmosphere, has been 
proven to promote accuracy on the part of the tellers. 

The second floor will be used for future bank bookkeeping 
offices or rental space. Lighting by transluscent ceiling sim- 
ilar to that in the first story is proposed for this space. A new 
stair will give access to the second floor from the new vesti- 
bule. 

The present bank building will house the main book- 
keeping area with access to the tellers’ counters, a record 
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vault, and the main vault. The new main vault will open 
directly to the public banking area at the front of the build- 
ing making the vault entrance readily visible to the street 
and unusually accessible for the customers. 

Тһе plan provides for a new executive conference room, 
and above this area a new mezzanine floor will be construc- 
ted to provide employee rest rooms and lunch room. 

Тһе basement will contain the new boiler room, record 
vault, large storage and janitor facilities. The portion of the 
basement immediately below the public banking area will 
provide space for future banking or community activities. 

The architect-engineer firm of Hayes, Seay, Mattern and 
Mattern has very effectively achieved a contemporary ex- 
terior for the bank by the use of modern materials and the 
expression of functional elements, The two story portion of 
the new bank consists of an all glass front employing the 
latest methods of panel wall construction апа aluminum 
window framing. Colored glass panels will be used to set off 
the main windows to best advantage. An aluminum framed 
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STING PROBLEM was presented to architects 
is Wright & Son when they were requested 
to alter and remodel the interior of the Savings Bank & 
Trust Co. in downtown Richmond. 

Тһе bankers realized that their building, with its look 
of cold dignity, traditional for so many years, was no longer 
consistant with good banking, and wished to change the 
premises into a more appropriate, up-to-date setting for 
their business. This they wished to accomplish without af- 
fecting the warm, personal relationship that had been long 
established between the bank's officers and its patrons. 

Тһе architects were confronted with an area having а 
twenty-five foot ceiling height, an out dated combination of 
natural and artificial light, and under then current condi- 
tions an inefficient arrangement of counters, work space, 
public and office spaces. A solution to the problem was ap- 
proached in the following manner. 


A new second floor of concrete slab and steel joist con- 
struction was installed forward of the existing balcony (see 
cut) allowing a fourteen foot ceiling height in the banking 
area below and a nine foot height for the newly created area 
above which will become office spaces in the future. 

In the banking area the existing marble tellers counters 
were dismantled, modified and re-located, allowing a much 
desired increase in width and length in the public banking 
area, with a decrease in size of an originally overlarge work 
area. Flexible teller positions now permit extra help during 
rush periods. ‘This arrangement, plus elimination of a pre- 
vious information counter has resulted in an increase of 14 
sq. ft. in the public space and 110 sq. ft. in the office space. 


vestibule, with glass doors penetrating the glass front, will 
serve as the main entrance. The extensive use of glass will 
provide the opportunity of viewing the impressive bank 
interior from the sidewalk. 


Тһе front and a portion of the side of the present bank 
building will be refaced with a locally manufactured red 
brick. The entirely solid brick portion interrupted only by a 
night depository near the corner of the building will express 
a feeling of strength and security. A brick planting box at 


(Continued on page 70) 
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SAVINGS 
BANK & TRUST 


Richmond 


Marcellus Wright & Son, Architects 
Muehleman and Company, Inc., General Contractor 
Morris Hunter, Inc.—Electrical Contractor 
Oliva & Lazzuri—Tile & Marble Contractor 


Н. Beckstoffer's Sons—Millwork Contractor 


Тһе office is now separated from the public by an open 
aluminum railing. 

Finishes in the newly provided spaces include acoustic tile 
for the ceiling, fluorescent lighting with semi-flush plastic 
glass diffusers, new draperies for the now modified windows, 
laminated plastic topped metal counters and new cabinets 
in the tellers working area, relocation and reuse of marble 
check stands in the public area. The marble floor in the 
public area was retained and new carpeting provided in the 
office and conference spaces. 

An interesting feature is the new “Clock Wall" to the 
rear which adds an additional touch in the contemporary 
atmosphere. 

The heavy wood main entrance doors and metal gate have 
been replaced with aluminum and glass doors and the vesti- 
bule has been brightened with the addition of glass view 
panels and glass doors. 

Тһе heating and air conditioning systems have been ex- 
tended to accommodate the newly created second floor area. 

Fresh paint and spots of bright color have completed the 
сһапвс--аП of which was necessarily done during regular 
banking hours and on week-ends. 

Business has been brisk and the bank is contemplating 
further alterations and additions as soon as time will permit. 


——— — а 


Vice r uu oi e сани 


H. A. LUCAS & SONS 
General Contractors 
5320 Williamson Road 
Phone Empire 6-3437 
ROANOKE, VIRGINIA 


General Contractor for Williamson Road Branch of 
Colonial American National Bank. See page 16. 


General Contractor for New Hollins College Chaper. See page 39. 


—————— M — À 
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не NATIONAL BANK оғ COMMERCE OF NORFOLK, one of 

the largest banking houses in Virginia commissioned 
Т. David Fitz-Gibbon, Architect of Norfolk, Virginia, to 
design their new branch office for the rapidly growing 21st 
Street business arca. 

Тһе Colonial Avenue frontage is 225'-0" bounded by 
19th and 20th Streets to a depth of 200'-0". 

The building, 134/-0” x 66/-0” and approximately 25'-0" 
in height, occupies the North East portion of the frontage. 

The design is functional with а classical atmosphere 
planned as a court form idea with glass weather screen. 

The exterior is of Blue Pearl Swedish granite except a 
portion of the rear and the parking lot wall. These are of 
apricot roman brick trimmed with granite. The rear wall 
has two (2) stainless steel drive-in customer windows 
surrounded by granite. 

The ceiling of the vestibule is of Italian travertine stone. 
The columns and vestibule walls, extending beyond the 
glass wall screen into the interior of vertical full height 
louvers, are of Italian Bianco marble. 

The glass screen is of polished plate glass divided with 
alumilite metal dividers, sash bars, etc. 

The entrance door is a center revolving type with side 
panel hinge doors. 

The floor in the main portion of the building is of 
terrazzo extending out and beyond the building to form a 
mat for the building to rest upon. 

The floors of the Officers’ Space, Conference Room, 
Lounge, Customers’ Lounge, Ladies Powder Room are 
carpeted. 

The floors of the Officers’ Coat Room, Vault, Coupon 
Booths, Work Space, Ladies’ Rest Room and Men’s Coat 
Rooms are covered with rubber tile. 

The Toilet Rooms have ceramic tile floors and wall tile 
to full height. 


The teller cages are of walnut. 
The office space and lounges have walnut wainscot. 
The Conference Room is panelled full height with wal- 


nut. All walnut material is American walnut and especially 
selected for matching grain. 

The check desks are specifically designed to tone іп 
with the general overall design. Stainless steel frames, hercu- 
lite tops and stainless steel check spaces. 

The vault attendant space and coupon booths are sepa- 
rated from the public area by means of an alumilite plate 
glass panel railing. The coupon booths are lined with 
Vicratex. 

The ceiling is 16'-0" high and is covered with Travertone 
design acoustical tile on suspension channels. 

The lighting system is recessed type and is designed so 
as to form an attractive ceiling pattern. 

The flood lighting and interior lighting at night present 
a jewel like effect. 

‘The vault is 16-0” x 16-0” with burglar proof steel 
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National Bank 


of Commerce 
NORFOLK, VA. 


General Contractor: 
W. A. Hall & Co., Inc. 


Architect: 
Т. David Fitz-Gibbon 


lining in addition to the heavily reinforced concrete walls 
and is independent of the building structure. Тһе Mosler 
door to the vault is of the latest and most modern design. 

The mezzanine floor houses the cooling and heating 
equipment and storage spaces. 

The interior furnishings and decorations, draperies, etc. 
were done by Cofers, Inc. of Norfolk, Virginia. 

The attractively hung water color paintings of local 
historical buildings and scenes by Kenneth Harris are par- 
ticularly good and are an interesting and added feature. 

The General Contractor was W. A. Hall & Co., Inc. of 
Norfolk, Virginia. The subcontractors were as follows: 
avating, grading, concrete, drains & parking area, J. U. Addenbrook's Sons, 


ur C. Prunier; stone, m granite, ceramic tile, terrazzo 
asphalt and 


structural & miscellane 

lathing, plastering & acoustical 
plumbing, Sonbro Corporation; 
tic electrical wiring & fixtures, } 
& doors, International Steel C 


rank Corpora- 
revolving door 
Inc.; burglar 


any; fixtures, Elli 
ve-in windows, Mosler $ ompany; night 
; signs, Gus Winborne; planting, Winn Nurs- 


alarm system, ADT Corporation 
depository, Mosler Safe Compar 


MASSAPONAX 
Sand & Gravel Corp. 


READY-MIXED CONCRETE 
WASHED SAND AND GRAVEL 


Main Office & Plant 
Fredericksburg, Virginia 
Phone Essex 3-3841 


Distribution Terminals 


TRIANGLE, VIRGINIA 
PHONE TROJAN 5-5645 PHONE SALUDA 8-2120 


REGENT, VIRGINIA 


IRVINGTON, VIRGINIA 
Phone: IDLEWOOD 8-3602 
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QUALIFIED 


THESE ARE 
YOUR QUALIFIED 
NECA MEMBERS 
IN VIRGINIA... 
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VIRGINIA CHAPTER 
NATIONAL ELECTRIC 
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ELECTRICAL CONTRACTORS 
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ALEXANDRIA 
Zimmerman Electrical Со. 


BRISTOL 
Henley & Gillespie 


CHARLOTTESVILLE 


Godwin Electric Co., Inc. 


HAMPTON 
Peninsula Electric Company 
Swing & Price Electric Co. 


LYNCHBURG 


Lipscomb Electric Co. 


NEWPORT NEWS 
Byran Electric Co. 
Enterprise Electric Co. 
Lightfoot Electric Co. 
Perry Electric Co. 


CONTRACTORS ASSOCIATION 


FOR MEMBERSHIP INFORMATION, CONTACT RICHARD R 


NORFOLK 

Austin Electric Co., Inc. 
Bonney Electric Co. 

W. T. Byrns Electric Co. 
E. C. Ernst, Inc. 

Ervin & Snow, Inc. 

W. L. Gardner Electric Co. 


Mechanical Engineering Corp. 


Middleton Electric Co. 

Miller Electric Co. 

Old Dominion Electric Co. 

Shirk Electric Co. 

W. R. Spear Electric Co. 

Todd Electric Co. 

Tuck & Kendall, Inc. 

Virginia-Carolina Electrical 
Works, Inc. 


ORANGE 
W. A. Sherman Co. 


PORTSMOUTH 
Portsmouth Electric Co. 


. SMOUSE, EXECUTIVE SECRETARY, P.O. BOX 8692 


NOVEMBER 1957 


If your electrical job is born under the 
direction of an NECA member its 
quality is assured. For every NECA 


Electrical Satisfaction. 


born under the 


right sign... 


job is fully guaranteed .. in writing 
... for one full year! Libra, Aquarius, 
Capricorn... all hold the same 
meaning when the job is planned and 
executed by a qualified NECA member. 
The seal. . . the sign he proudly 


displays symbolizes complete 


RICHMOND 

Chewning & Wilmer, Inc. 
W. A. Christian Electric Co. 
Е. С. Ernst, Inc. 

Morris Hunter, Inc. 

Earl R. Porr 

Schermerhorn Electric Со. 
Union Electric Co. 


ROANOKE 

Clayton G. Tinnell Electric Co. 

Cross Electric Co. 

Davis H. Elliot, Inc. 

Engleby Electric Co., Inc. 

B. С. Hartman Cc 

Kyle Farmer Electric Co. 

Johnston-Vest Elect 

Muddiman Electric 

1. M. Murphy Electric Co. 

Richardson-Wayland Electrical 
Corp. 

WARWICK 

Savedge Electric Co. 


WILLIAMSBURG 
Southern Electric Co. 


, RICHMOND 26. VIRGINIA 
PAGE TWENTY-ONE 


"qo Mountain Trust BANK of Roanoke is soon to 
enlarge and modernize its Vinton Branch facilities. Since 
the Branch was organized in 1932 it has occupied a thirty- 
five year old building at the corner of Lee and Pollard Street. 
With an ever increasing need for more space, an addition 
of 29 ft. x 50 ft. will be added to the existing banking floor 
with provisions for four commercial tellers, two savings tellers 
and two note tellers. The entire first floor of the present bank 
will be remodeled to accommodate the safe deposit and 
money vault, Officers Platform, toilet facilities, Record 
Storage Vault, Employees Lounge, Conference Room and 
general storage. 

Тһе First Floor exterior of the present building will be 
faced with colored glass, aluminum, and granite in order to 
establish unity with the addition, which is open at both ends 
with a complete wall of glass. All the elaborate cornice work 
will be removed from the Second Floor of the existing build- 
ing and the brick work will be painted to blend with the 
new glass facing material. No provisions have been made for 
a drive-in window since a large parking lot is provided be- 
hind the bank with an entrance leading directly into the 
Banking Room. 

The Architects have given much attention to creating an 


Mountain Trust Bank, 
Vinton Branch 


Architect: Smithey & Boynton 


General Contractor: Wiley N. Jackson Co. 


atmosphere of openness and restfulness. With this idea in 
mind, there is a small landscaped garden at the rear of the 
Banking Room which is viewed upon entering the bank and 
viewed from any place within the main Banking Room. 

The interior is finished with exposed brick work, walnut 
paneling and fiberclad walls. Terrazzo, vinyl tile and carpet 
will be used on the floors. The ceiling will be acoustical tile 
with cove lighting and pin lights. The building will be com- 
pletely air conditioned with air being supplied to the Bank- 
ing Room through grilles in the bottom of a decorative cove 
lighting effect. 

To the left of the bank will be a space of approximately 
2,000 sq. ft. for one or two shops. 

Construction of the bank addition and store space is to be 
of concrete floor slab on earth, masonry bearing walls and 
built-up roof on metal roof deck and steel joists. The entire 
project is estimated to cost about $100,000.00 and work is 
to begin about November first, 

Smithey & Boynton of Roanoke are the Architects. 

Тһе general contract for the Vinton Branch of the Moun- 
tain Trust Bank will be awarded on a negotiated basis to 
Wiley N. Jackson Company of Roanoke. No subcontracts 
or material orders have yet been placed. 
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B & G ALUMINUM 
WINDOW WALL 


ALUMINUM INSULATING PANEL 
COMPONENT OF WINDOW UNIT 


The Ideal Unit for 
SCHOOLS FACTORIES 
OFFICE BUILDINGS HOSPITALS 


BROWN & GRIST, Inc. 


TELEPHONE WARWICK 8-1559 
TYLER AVENUE 


Warwick, Virginia 


Founded 1878 


SOUTHERN 
and Trust Co. 


Architects-Engineers: 
Ballou and Justice 


Bank 


and Carneal and Johnston 


General Contractor: 
Jas. Fox & Sons, Inc 


T HE WELL KNOWN FIRM OF Ballou and Justice and Car- 
neal and Johnston were selected as Architects-Engineers 
by the Southern Bank and Trust Company, to design a new 
bank structure to be constructed on the N. W. Corner of Sec- 
опа and Grace Streets, Richmond, Virginia. The property is 
156 feet wide on Grace Street and 165 feet on Second Street. 

The Architects were 
functional structure, 
convenient to the 


The structure completed and opened to the public in 
December 1956, is three stories high, the first story being 
smaller in area to provide parking space for 35 customer's 
cars. There are four drive-in tellers, served from two lanes, 
for customers desiring this type of service. 

On the Ground Floor, at street level, is located the 
Deposit Section. Also on this floor are the 
the board room and a small auditorium. This auditorium is 
lanned for the bank's use as a training aid and at certain 
mes will be available for use by the customers of the insti- 
ution. 


instructed to design a modern and 
pleasing to the eye and 
bank's customers. 


above all, 


Safety 
money vaults, 


The main banking floor, or second floor, is accessible from 
Second Street and also Grace Street, where the spacious 
Main Entrance Lobby is located. On either side of the main 
Éntrance. doors апа on the exterior of the building, pro- 
Boo have been made for Walk-Up Tellers. Here а cus- 
omer may complete a single transaction, quickly, without 
entering the Bank Building. From this Lobby, опе may be 
conveyed to the Banking Floor by elevator, an up and down 
'scalator, or a customer may elect to use a stairway, which 
s also provided, 


The main banking floor is 70 feet by 150 feet and houses 
АП of the remaining departments of the bank having con- 
act with its customers, such as the President’s Office, 
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Conference 
Department, 
Estate Loans, the 
care for all customer requirements. 

This banking floor can be more than doubled in size, by 
horizontal extension, creating a covered area, still allowing 
for parking of thirty-five customer’s automobiles. 

The third floor is used by the bank to accommodate an 
Employees Lounge and Lunch Room, telephone 11 nt, 


Rooms, Collection Department, Personal Loan 
Automotive Loans, Commercial and Real 
Frust Department and fourteen tellers to 


Accounting De ‘partment and bookkeeping machines. Ap- 
proximately 2,500 square feet will be rented when this 
structure is completed and will be occupied in the future 


by one of the departments of the bank. 

The Tower above the third floor houses the 
heating and air conditioning machinery which heats or cools 
the entire structure. 

The finishes throughout the structure were selected for 
eye appeal, durability and noise reduction. The Entrance 
Lobby walls and floor are of a fine grade imported marble. 
The Banking Room has a walnut wainscot and the Teller’s 
Cages are faced with walnut and marble. Most areas have 
acoustical tile ceilings and either rubber or asphalt tile 
floors. 

The lighting is most modern, being a combination of 
fluorescent and incandescent recessed type. Flood lights for 
the Parking Area also have been included. 

The Architects feel that the exterior is pleasing and im- 
pressive. Because the entire structure is air conditioned, only 
narrow sight-line windows were used, only allowing a small 
amount of heat and sunlight to enter the structure. 

From the sidewalk to the banking floor level, the building 
is faced with a polished granite type material. Above this 
base the entire structure, with the exception of the West 
Wing is faced with a high quality marble, cut in four foot 
square sheets. 

The main entrance 
vision from the street, above the 
Banking Room on the second floor. 

The two story West Wing, which protrudes over 
Drive-In Tellers Lane is supported on structural steel col- 
umns encased in stainless steel and is faced with a light 
colored brick and trimmed in marble. The Drive-In-Teller’s 


18 


modern 


doors аге of Herculite glass allowing 


escalators, into the spacious 


one 


(Continued on next page) 
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Southern Bank and Trust Co.—continued 


—Wray Selden Photograph 


booths are of stainless steel. 

It is believed that the problem of parking a maximum 
number of cars and the allowance for economical expansion 
without loss of parking area has been unequitably solved. 
This was done by creating a small ground floor, thereby 
allowing space for more parking. By placing the Banking 
Floor above the ground floor, expansion can be accomplished 
horizontally over the parking area without loss of the park- 
ing or drive-in-tellers lanes. 

The firm of Jas, Fox & Sons, Inc. Richmond, Virginia, 
was General Contractor for the building. 


С. Hungerford; granux and cast stone, 
„Monarch Elevator Co.; heating & air con- 
Plumbing and Heating € bank fixtures, 
plastering, H. L. С. asonry, Southern 
Richmond Steel stainless steel and 
tin and Bros.; roofing and sheet metal work, 
N. W. Ma and Bros.; рп atic tube system, Lamson Corporation; electric, 
Union Electric Co.; hardware, Pleasants Hardware; floor covering, W. Morton 
Northen; reinforcing steel, Richmond Steel scalator, Westinghouse; tile, 
marble & terrazzo work, Richmond Tile and Mosaic Co.; vault work, Herring- 
Hall-Marvin Safe Co.; metal partitions, Virginia Metal Products Co,; metal 
toilet partitions, J, S. Archer Co.; carpentry and millwork, Jas. Fox & Sons, Inc.; 
store front construction, Binswanger; excavation and grading, A. L. Phillips. 


Subcontractors were: 
Economy Cast Stone Co 
ditioning and plumbin 
American Furniture & 
Brick Contractors; structural 
drive-in tellers booths, N. W. M 


E 


SALEM ELEVATORS 
Manufactured by 


SALEM FOUNDRY & : 
MACHINE WORKS, INC. 


ESTABLISHED 1889 


Manufacturers of Passenger & Freight Elevators 


300 9th St. Phone: DUpont 9-2361 
SALEM, VA. 


We installed elevators in new V.P.I. Dormitory Building. 
see page 43. 


We installed elevators in Farmers National Bank, Salem, Va., 
see page 27. 
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VIRGINIA RECORD 


Remsen Studio Photos 


PIEDMONT 
TRUST BANK 


Architect: J. 
Associate Architects: Smithey & Boynton 
General Contractor: Frith Construction Company 


Coates Carter 


The new Piedmont Trust Bank, occupied by the owners 
on August 26, 1957, is situated near the center of a 150- 
foot by 300-foot corner business lot, exposed to view on all 
sides and with ample space for landscaping to exploit the full 
possibilities of the site. 

The exterior materials are limestone with granite base for 
the main center section, brick with limestone trim for the 
two end wings and rear. The windows and doors are off 
aluminum. The interior spaces have received particular 
attention in the design of the lighting, sound proofing and 
all year air-conditioning. 

We list below the contractor, subcontractors and major 
materials: 

Prillaman & Pace. Martinsville, heating & air conditioning; T. S. Minter, 
Martinsville, plumbing; Clear-Bullock Electric Company, Martinsville, electrical 
contractor; J. Frank Stultz, Martinsville, roof & sheet metal; J. H. O'Neil 
& Company, Roanoke, plaster & acoustical materials; Shough’s Paint & 
Decorating, Martinsville, paint & papering; Cress Tile & Marble Co., Danville, 
tile, marble, & terrazzo; e Laboratories, Inc, windows; Plate 
Glass Co., entrance doorw Old Virginia Brick Compi 
Mosler Safe Company, Washington, D. C., vault work; 
Fixture Co., Inc. Richmond, furniture & fixtures: Le & 
Center, Martinsville, landscape work; Mr. Hugh Harris, Landscape Architect, 


Greensboro, landscape, consultant; Mr. R. D. Magann, American Furniture & 
Fixture Co., Ine., Richmond, interior decoration consultant. 


Interior of the Piedmont Trust Bank. 
Founded 1878 


КЕ 


The finest in Architects апа 
Engineers Supplies and Equipment 


В « С OLSEN COMPANY 


Drawing Instruments -- Tracing Papers INC. 
Mechanical & Drawing Pencils 
Transits — Levels — Tripods 
Slide Rules — Metallic Tapes 
Steel Chains — Steel Tapes 
Level Rods — Range Poles 
Plumb Bobs — Level & Field Books 


е 
INSTRUMENT RENTAL & 
REPAIRS 
ө 


Blue Prints and Photostats 
Blue and Black Line Prints 


TECHNICAL 
REPRODUCTION & 
SUPPLY CORP. 


128 W. Kirk Roanoke, Va. 
Dial Diamond 5-1533 
826 Sixth Ave. Huntington, W. Va. 
Dial Jackson 9-1388 


Call Either of the Above Numbers 
For Field Demonstration of Instruments 


AIR CONDITIONING 


HEATING & VENTILATING 


PLUMBING 
INDUSTRIAL PIPING 


Telephone 3202 Rosedale Ave. 
6-7435 


Richmond, Virginia 


WATERPROOFING 


THE Thoro SYSTEM 


“Good Builders Since 1925” 


INDUSTRIAL — COMMERCIAL — PUBLIC 
and CHURCH BUILDINGS 


Protects the Earth's Masonry 


THOROSEAL 


to fill and seal the surface 


QUICKSEAL 


for a beautiful finish 


WATERPLUG 


to stop the leaks 


SIDENTIAL—COMMERCIAL BARGER 
КЕ CONSTRUCTION CO., INC. 


€ BRICK POINTING 


€ RESTORATION GENERAL CONTRACTORS 


Southern Waterproofing MOORESVILLE, NORTH CAROLINA 
& Concrete Co., Inc. 


1704 Arlington Road 2300 Colley Ave. 


L. Y. WHITE, President J. R. MARKS, JR., Executive Vice President 


General Contractors for Radford, Va., Schools. See page 41. 


RICHMOND, VA. NORFOLK, VA. 
Se ee! 
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O. E. ZIEBE 
CLARKE ELECTRIC General Contractor 


COMPANY 2209 Dickens Road Phone 87-4243 


Main & Holbrook Avenue RICHMOND, VIRGINIA 


U AI 


DANVILLE, VIRGINIA 


General Contractor for Kay Residence 


See Page 40. 


* 
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Industrial & Commercial Wiring 


Southwestern Electric Co. 


: Electrical Contractors 


ж 


Wytheville, Virginia 


— NORFOLK OFFICE Electrical Contractors 
for two elementary schools, 


Radford, Va. 


and V.P.I. Dormitories 


5325 Virginia Beach Blvd. 


NORFOLK, VIRGINIA 


See pages 41 and 43, respectively. 
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Virginia Steel Company 


INCORPORATED 


GENERAL OFFICE: PLANT AND WAREHOUSE 
3122 WEST CARY STREET RICHMOND, VA. WESTWOOD AVE,, and R. F. & P. R. R. 
PHONE EL 9-5741 PHONE EL 5-7431 


Plants: Віснмохо, Ул. 9 Вікміхснам, ALA. % Miami, Fra. 


REINFORCING STEEL BARS FOR CONCRETE CONSTRUCTION 
OPEN WEB STEEL JOISTS AND LONGSPAN TRUSSES 


Paving Products Metal Windows 
WELDED WIRE MESH LUPTON PRODUCTS 
SIMPLEX WELDED LOAN STEEL AND ALUMINUM RESIDENCE 
TRANSFER UNIT CASEMENTS 


CASEMENT DOORS 


Lathing Products 
STEEL CASINGS 


раны қақ BASEMENT. AND UTILITY WINDOWS 
1 ТЕ ARCHITECTURAL PROJECTED 
CORNERITE : 
LATH WINDOWS 
ч ; 5 COMMERCIAL PROJECTED WINDOWS 
Expansion Joint PIVOTED WINDOWS 
ASPHALT SECURITY WINDOWS 
FIBRE CONTINUOUS WINDOWS 
CORK MECHANICAL OPERATORS 


MIAMI AWNING TYPE ALUMINUM WINDOWS — DOUBLE HUNG ALUMINUM WINDOWS 
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. FARMERS NATIONAL BANK ОҒ SALEM 


—Photos by Gentry 


* Остовек of this year the Farmers tional Bank of 
Salem completed its program of expansion and altera- 
tions. These increased facilities were necessitated because 
of the rapid increase in population in Roanoke, Salem and 
Roanoke County. 

This institution, the largest bank in the largest “town” in 
Virginia and the oldest National Bank in Southwest Vir- 
ginia, was founded in 1871 and has been housed in the 
prseent location since 1923. The structure completed in 1923 
was built by Sears and Brown, Contractors; and one of its 
partners, Col. J. Sinclair Brown, after serving 33 years as 
president of the Farmers National Bank retired in 1954 and 
continued as Chairman of the Board. Charles E. Webber 
succeeded Col. Brown as president. 

Prior to the recent expansion the bank ox cupied 4,110 
square feet of floor space. A new addition of fire resistant 
construction has provided additional floor space of 5,900 
square feet, Included in this new construction are a foyer, 
elevator, open officers space, private offices, bookkeeping 
area, lounges, and mechanical and communications equip- 
ment rooms. 


Six hundred square feet of new rental office space has 
been provided on the second floor. 

The new construction has been designed structurally to 
support a future office space of 1,120 square feet. Space has 
been provided on the new mezzanine floor level for a future 
bank assembly room, offices and accounting space. 


The main banking room, housed in the old part of the 
building has been completely reconstructed, including a 
new entrance of plate glass and aluminum, The board room 
also has been completely re-built. 


Although the final accounting for this project is not com- 
plete, it is known that the cost is in the neighborhood of 
$200,000, which includes bank fixtures and new furniture. 

The Owner was fortunate in two respects: the present 
steam boiler has adequate capacity for the increased heat 
load, and the vaults were so located that they fitted into the 
the new floor plan. 

A new heating-air conditioning-ventilating system (except 
for the boiler) has been provided. 

New lighting consists principally of recessed and semi- 
fluorescent In offices and work spaces 


recessed fixtures. 


to tell the Virginia Story 


NOVEMBER 


Architects: Wells & Meagher 
Consulting Engineers: Sowers, Knowles & Rodes 


General Contractors: Martin Brothers 


under floor communications and electric wiring are pro- 
vided. 

lhe ceiling of the main banking room consists of four foot 
square suspended metal, insulated, acoustical panels, to- 
gether with four foot square recessed lighting fixtures 


Plaster walls of the main banking room and offices are 
covered with a fabric material of green and straw color, 
these colors being repeated with variations in floor fin- 
ishes, acoustical materials, carpeting, drapes and upholstery 
to form a complete and harmonious group of interior fin- 
ishes. Exposed woodwork in public spaces is of walnut. 

Finishes in the board room include cork flooring, fabric 
walls, acoustical plaster ceiling with indirect lighting, and 
mahogany woodwork, The furniture in this room as well as 
in public spaces matches the woodwork, 

Woodwork in other areas is of red birch, 

An employees’ lounge on the mezzanine floor-level in- 
cludes a complete kitchenette unit. 

Architects for this project, including the direction of 
interior decorating, were Wells & Meagher, Roanoke. 

Sowers, Knowles & Rodes, Roanoke were consulting engi- 
neers for mechanical and electrical work. 

Bank fixtures were designed and manufactured by Amer- 
ican Furniture and Fixture Company, Richmond, 

General Contractors were Martin Brothers, Roanoke. 


The following is a partial list of sub-contractors and 
suppliers: 


Heating, plumbing and air conditioning, Catlett-Johnson Corp., Richmond; 
electrical work, Clayton Tinnell, Roanoke: elevator, Salem 297700 y & Machine 
Works, Salem; structural steel and miscellaneous iron, Roanoke Iron & Bridge 
Works, Roanoke; brick, Old Virginia Brick Co., Salem; steel joists, John Han- 
cock, Roanoke; bank fixtures, American Furniture and Fixture Co., Richmond; 
steel doors and frames, and toilet partitions, A. L. Horwitz, Roanoke; finish hard- 
ware, Yale & Town; roofing, Dame Roofing Co., Salem; aluminum work and 
glazing, Pittsburgh Plate Glass Co., Roanoke; tile and stone, Marsteller Corp., 


Roanoke; plastering, Billy R, Ayers & Son, Roanoke; acoustical tile and related 
work, Hampshire Corp., Roanoke; resilient flooring materials, Magic City Tile 
< Roanoke; painting, Dean Painting Co., Roanoke; drapes, Stedman’s, 
Roanoke. 
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Mutual Federal Savings 


and Loan Association 
(Portsmouth Office ) 


С. Q. Nugent, Sr., Bank President 
ay Pentecost, Jr., A. І. A. Architect 
E. T. 


Gresham, Inc., General Contractor 


Sub-contractors: W. T. Stowe. masonry; Over- 

myer & Ennis, limestone; Marshall Steel, structural 
Atlas Contractors. Inc., roofing and sheet 
; Natural Marble and Tile, asphalt, ceramic 
and terrazzo tile; E. Caligari & Sons, painting: 
Irving and Snow, heating and air conditioning; 
B. R. Nelson, plumbing; Alston, Inc., electrical; 
Portsmouth Limbe Company, mill work. 


Suppliers: Geo, T. McLean Company, concrete; 
General Bronze Corp., bronze doors; Truscon Steel, 
windows; Palme erry, concrete finishing; Lewis 


Sales, door frames; osley Company, vault 
doors; rd Paint and Supply, hardware; E. 
C. White, asphalt paving; Elliott Distributing Com- 


pany, folding doors. 


National Bank of Commerce 
Southern Shopping Center Branch 


Owner: Nat al Bank of Commerce, Norfolk, Va. 
Architects and Consulting Engineers: Lublin, McGaughy & Associates 


General Contractor: А & P Construction Company 


HE BASIC PROBLEM involved in the design of this branch 
bank was to incorporate it into a unified shopping center 
design without sacrificing the special dignity of appearance 
associated with bank buildings. In addition to this require- 
ment the bank officers desired to introduce several new 
features including a drive-in teller, and a sidewalk walk-up 
teller as well as usual depository and vault equipment. The 
building was incorporated at one end of the shopping 
center to provide easy access for drive-in customers and to 
furnish a suitable end attraction for the shopping center. 
The bank provides eight teller booths, one walk-up teller 
booth, and two drive-in teller booths. Also, ample lobby 
area has been provided as well as space for bank officers 
and a conference room. The vault entrance plays a dominant 
part in the interior design of the building, Adjacent thereto 
are cubicles for use by the customers. Utility areas are 
Photo by Craftsmen, Inc. provided to complete the building. 
The building contains 5,330 square feet. 


wen —Photo by Craftsmen, Inc. 


Subcontractors; MeGrami-Martin & Co., Masonry; Ferrell Linoleum & Tile 


Stonework; Barnum-Bruns Iron Works, Iron & Steel; Building Supplies, Store- 
M 


Merchants and Planters B 
Doors & Bucks; Amer Sheet Metal, Rosing: H. N. Bollinger, Pla: 
Manson-Smith, Acoustic rover L. White, Tile Terrazzo; Seaboard Pa 


Bank, Norfolk Supply, Hardware; L. T. Zoby & Sons, Plambing, Heating & Air Conditioning; 
. . Dyrns Jectrical. 


Jesse J. Parkerson, Bank President FEBRE & CO. OF NORFOLK, 


А. Ray Pentecost, Jr., A. I. A. Architect 


* 
J. W. Creech, General Contractor INC. 


Plastering 


Sub-Contractors: J. 17. Addenbrook & Sons, con- 
crete; Overmyer and Ennis, stone; Powell-Mc-! Glellan 


Lumber Co. Inc, carpentry, mill work; Seaboard See the James-Barry-Robinson Home for Boys, 
Paint and Supply, finishing hardware; Standard Ы nm Ы 
Iron, structural steel; Truscon Steel, bar joists; Southern Shopping Center, and the 
Building Supplies, aluminum doors, transoms and 

fascia, Brown and Grist, windows; Baker and National Bank of Commerce 


Company, roofing, flashing and sheet metal work; 
Building Supplies, glass. glazing and caulking; 
Harold Bollinger, furring, lathing and plastering: 


Hampshire Corporation, acoustical tile; Ajax, ter- 
razzo floor: Grover White, asphalt tile; . Caligari 1001 West 44th Street 
& Sons, painting; Lamson Company, pneumatic 2 ГА 
Phone Madison 7-2357 
NORFOLK, VIRGINIA 


featured in this issue. 


tube; Oliver, plumbing, heating and air condition- 
ing; W. T. Byrns Company, electrical. 


Eprroriat Note: The Merchants and Planters Bank 


has merged with the National Bank of Commerce 
according to an announcement of November 7th. 
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Quarry 
Virginia Greenstone Co. 


We invite your attention 
to the use of 
Virginia Greenstone 


Quarried and Fabricated 
at 
Lynchburg, Virginia 


ga. OP 5 (Virginia Greenstone Co., Inc. 


Quarriers and Finishers of “VIRGIN 
To Call Long Distance 
Ask Oper. for Lynchburg, Va. 
LD 49 


i rs * 
ТА GREENSTONE,” а Permanent Non-Fading Natural Stone 
“You Cannot Slip on Virginia Greenstone” P.O. Drawer 897 


Lynchburg, Va. Dial 3-6222 


WM. H. SINGLETON CO., INC. 


HEATING—VENTILATING—AIR CONDITIONING—PLUMBING 
POWER PLANTS—PROCESS PIPING 
AUTOMATIC SPRINKLER SYSTEMS 
WELDED PIPING SYSTEMS 


ARLINGTON, VIRGINIA 


RICHMOND CHARLOTTESVILLE 


N. W. MARTIN & BROS., INC. 


Roofing and Sheet Metal Contractors 
Slate, Tile and Slag Roofing 


BARRETT AND AIR CONDITIONING 
KOPPERS ў HEATING AND 
APPROVED ROOFERS 821 Albemarle Street VENTILATING 


Dial 2-8177 P. O. Box 749 
CHARLOTTESVILLE, VIRGINIA 
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EAST d 
TENNESSEE 
TILE 

& Е 
MARBLE 


: Inc. 


Phone 4140 


JOHNSON CITY, TENN. 


ШШШІ 


ІНППИТПИИИИШИИИИПИШЛИПИИШИНИШІІІН! 


SOIL INVESTIGATIONS 
* 


FOUNDATIONS 


* 
HEAVY CONSTRUCTION 
* 


LINING PIPES WITH 
CEMENT MORTAR 


(CENTRILINE and 
TATE PROCESSES) 


* 


RAYMOND 


CONCRETE PILE COMPANY 
140 Cedar St. New York 6, N.Y. 


Office serving Virginia: 
1625 EYE STREET, М.М. - WASHINGTON 6,D.C. 


Offices in other Principal Cities 
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Cooperative Building & Loan 


Architects: Clark, Nexsen & Owens 


Consultants for Electrical Engineering: Clark, Buhr & Nexen 


Structural: jli-Blum-Yesselman 


General Contractor: English Construction Co. 


LARK, NEXsEN & Owens were the architects for this new Norfolk Building 
С and Loan Association building. Clark, Buhr & Nexen were the Consultants 
for Electrical Engineering; Fraioli-Blum-Yesselman for structural. The general 
contractor is the English Construction Co. of Altavista. 

'The new building, which will cost $508,711, is expected to be completed in 
December of 1958. It will provide banking facilities and include drive-in-tellers 
at street level, director's rooms, lounges, and a mail room and record vault in 
the basement. Four floors of offices are included in the building and can be sub- 
divided in accordance with tenant requirements. Off street parking facilities are 
provided for the building and loan association clients. А 

Of steel frame and cavity wall construction, the exterior of the building is 
faced with ceramic glazed brick. Exterior stone trim is of granite and limestone, 

The northeast and northwest walls are of steel panel curtain wall construction, 
Floor construction of the building is concrete over steel joists finished with ter- 
razzo and asphalt tile. The roof is built up over insulation on the concrete roof 
deck. All of the areas of the building are air-conditioned, Elevator service is pro- 
vided to each floor. 


Standard Art, Marble and Tile Co. 


(INCORPORATED) 
Scagliola-Marble-Mosaic-Terrazzo-Tile-Ceramic-Slate 


Natl. 8-7413 


117 D Street Northwest 
8-7414 


Washington, D. C. 
Zone 1 
Le 
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St. Mark’s 
Methodist Church 


Architects: Huff and Shiflett 


General Contractor: Bogese Construction Co. 


S. Mank's Methodist Church is а 
relatively new congregation іп 
Petersburg, Virginia. The church body 
at present is holding services in a 
synagogue until completion of their 
first church building. 

The site for the new building is 
situated in a recently developed section 
of an established residential neighbor- 
hood. Land for the church building 
was acquired by а unique process. 
Several members of the congregation 
purchased and developed for residential 
lots a large tract of land, reserving four 
acres for the church building. The land 
was thus obtained without cost to the 
church, the profits from the lots paying 
for the whole tract. 


The Building Committee requested 
that the architects, Huff and Shiflett 
of Richmond, Virginia, design a build- 
ing that would be moderately con- 
temporary in design. The desire for 
this type of building seemed natural, 
since the congregation is a new one and 
the minister, Reverend Wilton E. Allen, 
and the building committee members 
approached the problem of building 


with an unusual freshness. The stipu- 
lation that the building be “moder- 
ately” contemporary stemmed from, 


among other things, the nature of the 
design of existing houses near the site. 


After general approval of preliminary 
plans and the securing of preliminary 
estimates from several contractors on 
the contemporary design, several mem- 
bers of the building committee asked 


science, 


Accepted Plan. 


the architects to prepare a colonial de- 
sign, using the same floor plan as that 
developed for the contemporary design. 

The colonial design was then sub- 
mitted, was approved by the congrega- 
tion, and is now under construction. 
Preliminary estimates for this design 
averaged approximately 10% more than 
those for the contemporary design. The 
amount of floor space in each instance 
was the same. 

The rich colonial heritage of the 
Commonwealth of Virginia makes it 
understandable that this and other 
church building committees continue to 
shy away from contemporary design. 
However, it is entirely conceivable that, 
just as our heritage has enriched our 
advances in other fields of art and 
it will, before too much time 
has elapsed, combine with the best in 
the contemporary trend to initiate a 
new type of thinking concerning archi- 
tecture in our State. 

General Contractor: Bogese 
Hopewell, Va. 

Subcontractors: Grading and excavating О. R. 
Wad Ettrick, Va.; heating, air conditioning, 
plumbing, American Heating & Air Conditioning, 
Petersburg, Va., and Covington Plumbing & He: 
ing, Hopewell, Va.; chalkboards, tackboards, et 
Virginia School Equipment Co., Richmond, 
roofing and sheet fatal: W. Martin & Bros. 1 
Richmond, Va. tile, McL. T. O'Ferrall & Co., and 
Manson-Smith С ., Richmond, Va.; insulation, 
№. Е. Weiler Co., Richmond, Va.; steel, Virginia 
Steel Co., Truscon Steel Division of Republic Steel, 


and Cruickshanks Iron Works, all of Richmond, 
and Roanoke Engineering Sales Со., Roanoke, Va.; 


Construction Co., 


Rejected Plan, 
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electrical, R. L. Mann, Colonial Heights, 
lumber and millwork, Builders Supply Co., - 
burg, Va.; masonry, Fulcher Brick Construction Co., 
painting, A. E. Hansen, Richmond, 


Hopewell, Va. 
Va. 


E. T. GRESHAM 
СО., INC. 


1038-1060 West 26th St. 
Telephone MA 7-4583 
INDUSTRIAL CONSTRUCTION 
MOTO-CRANE SERVICE & 
HEAVY HAULING 
Since 1916 — 
NORFOLK, VIRGINIA 


WAYLAND PARK, 
Crozet, VIRGINIA 


New brick home; three bedrooms, 
ceramic tile bath, large living room 
with fireplace, electric kitchen, din- 
ing room, many closets, full base- 
large landscaped lot. FHA 
highest quality rating. 
Priced below | comparable 
houses any nearby area, Advantages 
living, city conveniences. 


ment, 
financed, 
much 


country 


LAUREL HILLS, 
Crozet, VIRGINIA 


beautifui restricted 
County. Wooded 
location, $1,000.00. 


building 
area, fine 
Terms. 


Large 
lots in 


Call: Ray W. 


Crozet 3701 


Warrick, Realtor 


or 


Mns. EVELVN W. Associate 


Crozet 3701 or 3471 


PAYNE, 
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Virginia Beach 


ALUMINUM DOME 


HE KAISER ALUMINUM DOME portion of the new Virginia 

Beach Convention Center, designed by Norfolk archi- 
tects Louis A. Oliver and Herbert L. Smith, III, has been 
erected. This is the first such a dome on the ‘main-land” 
U.S.A. The prototype was erected by the Kaiser Company as 
part of the Kaiser tourist development, in Hawaii. 

Architects, engineers and municipal officials from across 
the nation were on hand to witness assembly and erection of 
the stressed-skin aluminum dome shell, which will house an 
auditorium with a seating capacity of 2200 persons. The 
erection was completed in less than four days (approximately 
30 working hours) by a 21-тап crew from Globe Iron Con- 
struction Co. of Norfolk. 

The Virginia Beach dome is 145 feet in diameter and 4914 
feet high, an exact replica of one designed by the Product 
Development Department of Kaiser Aluminum & Chemical 
Corporation and built early this year in Honolulu. 

It will serve as hub of the Virginia resort city’s ultra- 
modern, $360,000, fully integrated convention center; author- 
ized by the citizens of Virginia Beach at a bond issue election 
last April. Less than one-third of the $360,000 will be re- 
quired for the aluminum dome itself. 

Herbert L. Smith, ІП, Virginia Chapter A. I. A. Vice- 
president and one of the architects says, “We were commis- 
sioned to design a Convention Center for the City of Virginia 
Beach providing a meeting hall for 1500 persons at a meeting 
and 100 persons at a banquet. While developing a scheme 
for the above facility the Kaiser Aluminum and Chemical 
Corporation erected their first Aluminum dome in Hawaii. 
After seeing the publicity on this dome, we decided that it 
would certainly be worthwhile to investigate the use of this 
structure in lieu of a more conventional one. 

“The design, appearance and cost was reviewed very care- 
fully and it was our opinion that this dome would fulfill the 
requirements of the program and would be the most eco- 
nomical structure to use in the design of the Convention Cen- 
ter. It was also recognized that should it be possible for the 
City to have the first Aluminum Dome erected in the United 
States, the publicity of such a venture could not be purchased. 

“This Aluminum Dome represents many years of research 
and it is a forward step in the structural concept of buildings. 
I will not say that this will revolutionize dome structures, but 
definitely think that it is the most pleasing method and most 
economical yet developed. 

“The two accessory buildings connected to the dome struc- 
ture, house the entrance lobby, coat room, lavatories, four 
large meeting rooms, offices for the Chamber of Commerce 
and the convention manager, kitchen and mechanical spaces. 

The dome is based on an unusual design involving the 
creation of a clear-span spherical structure through the use 
of diamond-shaped aluminum panels strengthened by struts. 

The panels are joined together at their points by castings 
fastened to panels by Huck lockbolts, a special aluminum bolt 
which is also used to join the panels along their edges. 

A portable mast equipped with rigging is set up at the 
center of the dome’s concrete floor. A section of panels is as- 
sembled around the mast and then raised to allow another 
perimeter of panels to be installed. This procedure is repeated 
over and over, the dome growing in both height end diameter 
until completely assembled and ready for attachment to its 
25 concrete piers. 


(Continued on page 62) 


Lower right photo: Architects Herbert L. Smith, ІП and Louis А. 
Oliver. 
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J. А. MORRIS 


Electrical 
Contractor 


Phone EM 4-4381 
MARSHALL, VA. 


Robert L. Dodd, Jr. 


Landsca ping - Top Soil 
Septic Tank Work 


Republic 7-4884 
Rt. 3, Box 164-A 
RICHMOND, VIRGINIA 


W. E. Graham & Son 


GENERAL CONTRACTORS 
ROAD BUILDING 
GRADING 
AND 
MACADAM PAVING 


ж 


Cleveland, North Carolina 


B'NAI ISRAEL SYNAGOGUE | : 


Designed by 
Associated Architects and Engineers 


а D'Nar ISRAEL. SYNAGOGUE and 
educational building, designed by 
Associated Architects and Engineers of 
Newport News, is located on Kecough- 
tan Road in Hampton. The exterior is 
of red face brick over Solite* blocks, 
with light colored brick pilasters to 
blend with the cast stone coping, result- 
ing in the effect of accentuating the 
verticle lines. The interior is of exposed 
solite brick, painted, and the bar joists 
are exposed and painted until the fu- 
ture acoustic ceiling is installed. 

The Synagogue with the Ark facing 
Zast, is separated from the Social Hall 
by a moveable curtain. The Social Hall 
is designed with a stage for perform- 
ances. The Ark is of walnut paneling 
with concealed lighting over the bema, 


General Contractor: 
Apex Builders Contractors Incorporated 


and the panels are arranged for the 
future insertion of the symbols of the 
original twelve tribes. 


The educational building contains 
eleven class rooms, а chapel, and 
the Rabbi’s study, and is provided 


with aluminum windows and exposed 
painted block walls. The building is 
provided with hot air heating, and is 
designed in such a manner to permit 
the future installation of air condition- 
ing. 


Contractors: 


Subcontractors: plumbing & heating, Nick Veneris; 
electr 
Proofing; glazing, 
terial Suppliers: steel deck & joi 
Company; aluminum windows, § 
Jersey; door bucks, Hall Hodg 
Hall Hodges; ready mix concrete, 
rials. 


; reinforcing steel, 
Southern Mate- 


WHITENER & SKILLMAN 


General Contractors 


Specializing in Federal, State and 


Municipal Government Projects in 


the Metropolitan Washington Area 


4915 34th St. 


Phone KEnmore 6-6666 


ARLINGTON, VIRGINIA 
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Northside 
Electric Company 
Electrical Contractors 
and Engineers 
* Residential and Commercial 

Wiring 
* Lighting Fixtures 
* Sales—Service 
713 W. Broad St. 
RICHMOND, VA. 


-----.........-..-..-...-..-....- 


SAFEWAY STEEL 
SCAFFOLDS 


* All Types of Scaffolding 
“ Shores 
* Hoist Towers 
* Bleachers 
* Telescoping & Exterior 
1604 MacTavish Ave. 
RICHMOND, VIRGINIA 


Div. of Safeway Steel Products Co., 
Milwaukee 


VALLEY 
ROOFING 
CORPORATION 


ROOFING AND MECHANICAL 
CONTRACTORS 
P. O. Box 1585 
Roanoke, Virginia 
Dial DIamond 3-1728 


Roofing and Sheet Metal Work 
and Dampproofing 


See the Hollins College Chapel 
Featured in this issue. 


— 


Founded 1878 


p—————————— M ы 


Rebirth of French Stained Glass Art 


Efrem Weitzman, the first Ameri- 
can artist to receive a government 
grant to study the art of stained 
glass in France, reports on the high 
caliber of creativity displayed by 
contemporary French stained glass 
artists. Recently returned to the 
United States Mr. Wéitzman com- 
ments on a situation of unparalleled 
opportunity existing in France for 
artists, as well as on many items of 
considerable interest to architects, 
clergymen, and manufacturers. 

The modern renaissance of the 
ancient art of “vitraux,” Mr. Weitz- 
man states, is the direct result of 
progressive leadership from the 
French Government through its 
organ of reconstruction, Les Co- 
opératives de Reconstruction D'Eg- 
lises Sinistrées, Commissions аге 
being given to highly promising 
young artists as well as such estab- 
lished artists as Villon and Chagal. 
And a remarkable liberality and 
catholicity of taste has been exhibited 
in permitting these artists to exercise 
complete freedom in their designs. 
As a result one may often be sur- 
prised to discover a non-objective 
window in a Romanesque church; 
and perhaps equally surprising is the 
eminent success of this combination. 
Says Mr. Weitzman, “This makes 
clear that the contemporary artist 
can speak with the same spiritual 
authority as artists in other times. 

“The fallacy in general public feel- 
ing that the replacement of shattered 
windows in ancient churches should 
imitate the antique style of the 
earlier windows is thus brought to 
the fore. American clergymen and 
architects could well afford to take 
note of what is being done in 
France. It has been demonstrated 
that value resides in the spirit in 
which the work of art is conceived 
rather than the aping of that which 
belongs to another time.” 

In 1956 the recipient of an un- 
precedented Fulbright scholarship to 
study stained glass in France, Mr. 
Weitzman explains that whereas 
most Fulbrights spend the study 
period at a university, he felt that 
the most valuable use of his time 
would be in a personal examination 
of the windows. As а result he 
travelled for eight months to visit 
not only the famous masterpieces of 
stained glass art, but also many lesser 
known treasures located in the small 
villages. His itinerary was recom- 
mended to him by leading workers 


SC 
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in the field, and covered significant trained in New York he returns to 
works both ancient and modern. this country well versed in the con- 
A professional stained glass de- temporary French innovation of 
signer who has done extensive study *dalles de vere.” In this new tech- 
in architecture and stained glass de- nique the leading between the in- 
sign, Mr. Weitzman has many win- dividual panes of glass is replaced 
dows in this country to his credit, as with cement. 
well as a travelling exhibit which has Mr. Weitzman has documented 
been widely shown. He previously his trip with color slides which will 
worked in Saint Louis. Born and form the basis of a lecture tour. 


The recently completed State Office 
Building, Richmond, Va. Merrill C. 
Lee, Architect; Marcellus Wright and 
Son, onsulting Architect. Virginia 
Engineering Company, Contractors. 
Macfarlane and Sadler, Enginee Я 
Severud, Consultant Engineer; Wiley 
and Wilson, Mechanical Engineers. 


m. 
ecign 
and 


Economy... 


there’s no substitute for 


One of Virginia’s most impressive buildings—the State Office 
Building in Richmond—now stands completed, Like hundreds 
of other outstanding projects, this fourteen-story, two-basement 
building was designed with SOLITE throughout. Only SOLITE 
fine and coarse aggregates were used, resulting in one-third 
less deadweight than concrete made with ordinary aggregates. 
Another SOLITE contribution to modern building economy. 


Plants; Aquadale, М. C. * Bremo Bluff, Va. 
Offices: Box 9138, Richmond, Va. * Box 1843, Charlotte, М. С. 


FOR BETTER BUILDIN - - ur architect or 


engineer. No matter what construction needs, 


professional advice can save your time and money. 
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PEOPLES DRUG STORE 


—Gene Heil Photos 


SOUTHERN SHOPPING CENTER 


Owne 
Southern Shopping Center, Inc. 


Contractors: 
Mortensen, Owner’s Contracting Rep- 


nt Food Store—A & P Construction Company 

3. J. C. Penny—A & P Construction Company 

4. F. W. Woolworth—W. H. Belanga Construction 
Corp. 

5. caen Bank of Commerce—A & P Construction 
0. 


"qp PHYSICAL LOCATION of the shop- 
ping center afforded an ideal site 
to serve well over 100,000 people in a 
three mile radius of the project. It is 
located at the junction of Tidewater 
Drive and Little Creek Road giving 
the best possible access to the center. 
The land made available for this shop- 
ping center totaled over twenty (20) 
acres. After numerous studies it was 
determined a strip type layout would 
best serve the site. 


To solve the problem of the ever 
changing requirements of the 
tenants, a modular system of bay ar- 
rangements was incorporated based on 
а 50 foot column spacing in width and 
25 foot column spacing in depth. This 
system allows expansion to the rear or 
side as well as complete flexibility or 
rearrangement. In addition the large 
bays provide more open planning within 
large stores, 
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The enclosed commercial space totals 
222,600 square feet. All stores front on 
a continuous protected sidewalk making 
an all weather shopping condition. A 
total of 44 stores comprise the shopping 
center. General office space of 12,000 
square feet is available on а second 
floor level. A children’s play area is an 
additional feature added to serve the 
shopping public. 

One feature that has added to the 
attractiveness of the center is the co- 
ordination of the individual store sign 
displays. These were incorporated into 
the overall project and prevented a 
cluttered appearance. Precise sign con- 
trol by the Architects prevented “sign 
competition" with its resultant dishar- 
mony of appearance. 

Southern Shopping Center provides 
about 1,600 parking spaces with a park- 
ing ratio of 1:2.42. The parking area 
is lighted for night shopping. Numerous 
entrances and drives provide traffic 
circulation to all Service roads 
are provided in the rear of the stores 
to handle the flow of merchandise to 
and from the center. 

Area: 20.4 acres 

No. Stores: 44 

Parking Spaces: 1,560 

Parking Ratio.: 1:2.42 

Major Tenants: Peoples Service Drug 


users. 
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Stores, Inc., Giant Food Store, Western 
Auto Stores, Dad and Lad, Thom Mc- 
An Shoe Store, J. C. Penny Co., High’s 
Ice Cream Corporation, F, W. Wool- 
worth and Co., Inc., Eastern Finance 
Company, Sherwin Williams Com- 
pany, National Bank of Commerce, 
Sunlight Laundry, Stelen’s, Dr. Lom- 
bart, Optometrist, Fine’s Men’s Shop, 
Edward’s Shoes, Spertner’s Jewelry, 
Glamour Shop, P. H. Rose, Youngland, 
Reed’s Dress Shop, Fanny Farmer 
Candies, Mellor Gift Shop, Ho Ho 
Restaurant, Unpainted Furniture Store, 
Hobb's Hardware, Montagna Shoe 
Store, Wimpy's Restaurant, Alice Blair 
Florist апа Gift Shop, Camera Land, 
Town and Country Beauty Salon, Rich- 
ard's Fashions, Topper's, Casterline 
Sporting Goods, Tides Inn, Dr. Bernard 


Cohen Optometrist, Lindy's Delica- 
tessen, Millers Shoe Repair Shop, 
James’ Barber Shop, National Sewing 


Machine, Bingo Cleaners, and West’s 
Inc. (Appliances). 


Subcontractors: Site and Fill: Ames and Webb, 
Inc., Mechanical Engineering Corp., А. С. Pinkston 
and Co., Vanguard Construction Gorp., W. F. Mc- 
Gann V. Williams Co., Inc. Masonry: Snow Jr. 


and King, Arthur C. Prunier. Steel: Norfolk Iron 
and Wire Works. Inc.. Jefferson Fabricating Steel 
Co.. Tidewater Steel Co., Virginia Steel Co., Inc. 


Roof Deck: Hampshire Corporation. Roofing: Amer- 
ican Sheet Metal Corp., Baker and Company. Con- 
crete: Southern Materials Со., Inc. Door Bucks 
inforcing Steel: Hall Hodges Co., Inc. Store Fronts: 
Walker and Laberge Co., Building Supplies Corp. 
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e ll all eee 


Millwork: Portsmouth Lumber Corp. Plastering: H 
М. Bollin; i 


Febre and Company of Norfolk, Inc 
Tile and T 


Inc. Painting: E. Caligari amd Sen, Imc. Macri E PRILLAMAN & PACE 


Inc. 
Paul, S. Ramano and Co., Shaw Paint and Wall 
Paper Со., Inc. Plumbing: Ё, B. Sams Plumbing and Plumbing Heating Air Conditioning Sheet Metal 


Heating Co., Coley and Peterson Incorporated 
Heating and Air Conditioning: Baker and Company 


tical: B & P Elecite Go. Maani не, Бі: 107 Jones Street P p.e TS SUBEN aa 
Corp MARTINSVILLE, VIRGINIA 
ow 


HARRY KOKINIS 
ANTIQUE SHOP 


Established 1920 


Building and 


Industrial Construction 


Dial MA 2-4124 Since 1925 


PERIOD FURNITURE 
REPRODUCING AND RESTORING 
Opp Desicns 
REFINISHING AND UPHOLSTERING 
ALL WORK DONE BY AN EXPERT 


Doyle and Russell 


Refer to the James-Barry-Robinson = 


Home for Boys on page 9, E 


309 №. Olney Rd. 
NORFOLK 7, VA. 


Offices: Central National Bank Building, Richmond 19, Va. 
823 West 21st Street, Norfolk 10, Va. 


E 
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А & P CONSTRUCTION COMPANY 
419 West 22хр Sr. NORFOLK, VIRGINIA 
GENERAL CONTRACTORS 
іп Norfolk’s Southern Shopping Center for: 

GIANT FOOD STORE 
NATIONAL BANK OF COMMERCE 
J. C. PENNY STORE 
See above and shown on page 36 
Also: S. H. CLARKE JR. HIGH SCHOOL—POR ISMOUTH 
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SANFORD 
BRICK & TILE 
CO., INC. 


* 


COLON 


NORTH CAROLINA 
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TALLEY 
NEON 


Neon. Signs 
LETTERS OF ALL KINDS 


Phone MI 9-0326 
1908 Chamberlayne Ave. 


RICHMOND 
VIRGINIA 


A 


Refer to Southern Bank and Trust 


Co. (page 23) and the Bank of 
Henrico Branch at Highland Springs 


(page 16). 
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Architectural Student Design 
Competition 


A SCHOLARSHIP for fifth-year study 
will be the award at each of five 
participating architectural schools in an 
Architectural Student Design Compe- 
tition sponsored by Koppers Company, 
Inc., it was announced recently. The 
Company’s Tar Products Division is a 
leading manufacturer of roofing mate- 
rials for the industrial construction field. 

Fourth-year architectural students en- 
rolled at Cornell University, Georgia 
Institute of Technology, Carnegie In- 
stitute of Technology, Washington Uni- 
versity and the University of California 
will be eligible to participate this year. 

Objective of the competition, accord- 
ing to R. R. Holmes, Vice President 
and General Manager of Koppers Tar 
Products Division, is to introduce stu- 
dents to the field of application of roof- 
ing materials at a formative stage in 
their architectural careers. At the same 
time this will provide participating 
schools with a program of educational 
assistance, 

Each Koppers Architectural Scholar- 
ship will be awarded on the basis of 
interesting conception апа excellence 


in design of flat roof structures for non- 
residential buildings. 
Judging Panels 

All entries will be judged by a panel 
of three judges at each school. The 
panel will consist of the head of 
the Architecture Department at each 
school (or a full-time staff appointee), 
a leading architect selected by the 
school, and a practicing architect sug- 
gested by the Koppers Company. 

The competition will run from Sep- 
tember 15, 1957, to January 31, 1958. 
Entries will be judged through March 
31, 1958, and presentation of awards 
will be made before May 31, 1958. 

According to the competition rules, a 
design problem for flat-roofed non- 
residential structures will be introduced 
at each school during the fall semester 
and the resultant drawings апа speci- 
fications will be submitted for consider- 
ation in the competition. The problem 
will be introduced as part of the regular 
classroom study. 

Koppers personnel will conduct a 
one-day seminar for eligible students at 
cach school before the problem is pre- 
sented. 


J. H. COTHRAN CO., INC. 


PLUMBING, HEATING, & VENTILATING CONTRACTORS 


P. O. Box 306 


Phone Forest 9-4776 


ALTAVISTA, VIRGINIA 


2442 Center Ave., N.W. 


Phone DI 5-0077 


ROANOKE, VIRGINIA 


See the 2 Elementary Schools in Radford, 
Virginia featured on Page 41. 


SNOW LUMBER COMPANY 


Tue SIGN or DISTINCTION ON ANY PROJECT 
Is MILLWORK FROM SNOW 


Quality MILLWORK Since 1880 


Н. M. ARMENTROUT, President 
P. H. DALTON, JR.. Vice-President 
Р. Н. DALTON. Secretary-Treasurer 


же 
HIGH POINT, NORTH CAROLINA 
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Contractor: Н. A. Lucas & Sons 
Frantz & Addkison, Architects 
Hollins College Chapel Consultants 
Milton L. Grigg, Consulting Architect 
Charles F. Gillette, Landscape Architect 
Sowers, Knowles & Rodes, Mechanical Engineers 
Poulton, Maher & Blake, Structural Engineers 


не HoLLINS COLLEGE CHAPEL is now under construc- 

tion. Its exterior, of modified colonial architecture, was 
required to harmonize with nearby buildings of traditional 
character. 

The structure will contain two places of worship, one the 
main chapel with a total seating capacity of approximately 
850 people, the other a small meditation chapel which will 
seat about 50. The main chapel will have a height сЁ 50 feet 
from floor to peak of nave. The roof of the nave will be sup- 
ported on laminated wood arches and purlins. Narthex, 
nave, and chancel will be floored with Vermont slate and 
the predella, in the chancel, on which the altar table rests, 
will be covered with white marble. Beyond the altar table 
the wall of the chancel, or front wall of the chapel, is com- 
posed of a central screen motive or reredos with oak ply- 
wood on each side. The reredos extends from the predella to 
the ceiling of the chancel and is formed of vertical bands of 
maple with spaces between. The rear of the bands will be 
covered with translucent fabric which will be lighted from 
behind the reredos. Space behind the reredos will also serve 
as a passage from one side of the front of the chapel to the 
other without crossing the chancel. Above the altar table 
and high on the reredos will be mounted a large cross of 
ebony having trim and nimbus covered with gold leaf. Side 
walls of the nave will be of brick. 

Choir space and organ will be in the balcony at the rear 
of the nave. 

Under the balcony will be the narthex and a senior as- 
sembly room, both of which can be used for chair seating 
when the full seating capacity is needed. Convenient to and 
connected with the balcony by adjacent stairways are a 
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HOLLINS COLLEGE CHAPEL 


choir rehearsal room and choir director’s office. 

In the base of the tower is the chaplain’s study. Also in 
the tower are keyboard room, carillon space, and space for 
swinging bells. 

The lower part of the main portion of the structure be- 
yond the tower contains offices, a sacristy, and a conference 
room. Behind a colonnade connecting the main chapel with 
the meditation chapel is a social room. 

The interior of the meditation chapel, with plaster ceiling 
sloping up to the ridge, has front and rear walls of brick and 
side walls of wood strips between which acoustical treat- 
ment is provided. The floor of the small chapel is also of 
Vermont slate with raised portion in front on which are 
altar rail and table. An oak cross will rest on the altar table 
and a dossal of heavy folded fabric behind the altar will 
extend from floor to ceiling. 

It was thought best to depart from the style of traditional 
interiors with flat or curved ceilings, decorative cornices, 
elaborate hanging chandeliers, and much panelling usually 
found in the areas of worship of colonial churches. It was 
felt by both owners and architects that а more worshipful 
atmosphere could be obtained by dignified simplicity, con- 
cealed light sources, and an absence of those elements which 
might distract the attention from the cross, the altar, and 
the pulpit. 


Н. A. Lucas & Sons are the contractors for the building, 
the construction cost of which will be about $490,000. 


Subcontractors and suppliers of material follows: 


Weddle Plumbing & Heating, plumbing and heating; Clayton G. Tinnell, elec- 
trical work; Roanoke Iron & Bridge Works. reinforcing steel, structural steel and 

cellaneous metal; Roanoke Wholesalers, kitchen cabinets; Montague-Betts 
Јотрапу, metal doors and frames and folding partitions; Pittsburgh Plate Glass 
Co., glass and glazing; Unit Structures, Inc.. laminated trusses; O'Neill & 
Company, lathing and plastering; The Hampshire Corporation, acoustic tile; 
Roanoke Engineering Sales, metal toilet partitions and folding door; Valley 
Roofing Corporation, roofing and sheet metal; Magic City Tile Co., resilient 
floors; Crawford Door Sales, creens; W. R. Vass, weather stripping; Home 
Lumber Corporation, millwork; hing hardware, Graves-Humphreys Hardware 
Co. 

All of the above firms are located in Roanoke, with the exception of Montague- 
Betts Company of Lynchburg, and Unit Structures, Inc., of Magnolia, Arkansas. 
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ITUATED ON А WOODED SLOPING LOT in Richmond's far 
S west end, this recently completed. residence by architect 
Frederick Hyland exhibits the solutions toa number of unique 
design problems. Not the least of these was the requirement 
by the owner, an accomplished musician, that the living 
areas of the house provide a suitable setting, both visually 
and acoustically, for stringed instrumental groups. Concen- 
trated study of this problem revealed that the living spaces, 
in which the music would be performed, should be not only 
large in a horizontal dimension, but should have as much 
space in a vertical dimension as possible. Consistent with 
economic requirements, the provision of high ceiling rooms 
seemed impractical. As a solution, architect Hyland found 
that the steeply sloping lot and the practicability of an 
entrance at a level lower than the main living floor would 
provide a high ceilinged entrance foyer adjacent to the 
living area which would provide the necessary height acous- 
tically and also form а striking 


visual setting for the 


entrance, 

From this entrance, approximately fourteen feet below 
the main living level ceiling, half flights of stairs go up to 
the living spaces and down to a bedroom-playroom-utility 
area on the lower level which can be entered from grade 
at the south end of the house. On the upper level the, 
bedroom wing is completely separate from the living-dining 
space which runs across the south end of the house and is 
separated by the kitchen-bath core. 

Surrounding the entrance is an elaborate built-in series 
of cabinets which contain an advanced high fidelity repro- 
ducing system as well as musical instrument storage and 
specially designed drawer type cabinets for the owner's 
thousands of sheet music arrangements. Record storage space 
is provided also for several hundred records. 

Lighting in the living-music area is arranged for visual 
effect as well as utility. Concealed downlights in the ceiling 
over the piano area provide a high intensity of illumination 


KAY 
RESIDENCE 


Architect: 
Frederick Hyland 


Interior Decorators: 
Milton Glaser Associates 


General Contractor 
O. E. Ziebe 


-Danfoto 


in the arca used by the musicians. 

The exterior of the Kay house is of brick and fir treated 
with a light stain. Large window areas take advantage of 
the view to a valley near the James River across from the 
site. The landscaping, by Landscape Architect Charles 
Gillette, and landscaping contractor Grevious Snead, pro- 
vides a complementary setting for the house while over- 
coming the problems of the steeply sloping lot. 

Interior furnishings of the house, by Milton Glaser Asso- 
ciates, Interior Decorators, strive to emphasize the music 
area, 

O. E. Ziebe was the General Contractor, Principal sub- 
contractors and material suppliers were: 


Earthwork, Alexander's. Inc.; 


Masonry, Lumpkin & 
Beckstoffer's Sons; Iron & Steel 


Millwork, H 


Tyson; 


Cruicksanks Iron. Works; Aluminum Sash, The 
Staley Co Aluminum Sliding Doors, Virginia Steel Co.; i a 
Lyttle & Barnes; Plumbing. Barlow & Hicks; Heating 


Conditioning Co.; Roofing & Sheet Metal, R. Willison: 
Lath & Plastering, R. Н. Buchanan; Painting. W larter; С 
Marble, General Tile & Marble Co.; Resilient Tile, Virginia Tile 
Equipment, The Kitchen Center, Washington, D 
Crane Co.; Landscaping, Grevious Sneed; Roadways 


есігіса!, J 


; Kitchen 
„ Plumbing Fixtures, The 
Kenneth L. Black. 


AMERICAN FURNITURE & 
FIXTURE COMPANY, INC. 


Bank, Office & Store Fixtures 


Manufacturers 


2817-2823 EAST MAIN STREET 


/'ABINET WOODWORK * MARBLE * METAL * PLASTICS 


DESIGNERS * CONSULTANTS 


Richmond 


TU 
( 
See— 
Southern Bank & Trust Company, 
Bank of Salem, Salem........ 5884888 — A 
Farmers National Bank, Salem ардаа ааа рааа а сын» 
Central National Bank, West Broad Street Branch, Richmond 
$ 


RICHMOND 23, VIRGINIA 
Telephone MI 3-0123 
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Two Radford 


E lementary Schools 


Architects: Pearson, Hill & Sullivan 
Structural Consultants: Poulton, Maher and Blake 


Mechanical Engineer: Е. 17. Markush 


General Contractor: Barger Construction Co. 


D HAS JUST BEEN GOMPLETED on two new 
elementary schools in Radford, Virginia representing 
the final phase in the Radford school rebuilding program 
begun in 1953 and given impetus by the passage of a 
$1,100,000 bond issue one year later. 


The need existed for two elementary schools, each with 
an ultimate 420 pupil enrollment. The School Board’s 
program called for identical schools to be built on radically 
different sites. The East end property is located on a hilltop 
of rugged terrain with depressions of 20’ or more in addition 
to rock promontories. By contrast, the West end is rolling 
ground with gradual differences in elevations. In both 
cases, with allowances for foundation differences, the build- 
ings were located on the highest ground with terraces down 
to the recreational facilities, which are also available for 
community use. 

Two well separated wings of seven classrooms each house 
the primary (Ist through 3rd grades) and elementary (4th 
through 7th grades), thus providing a private play area 
for the younger children. Connecting these wings is an 
element containing a multi-use room, kitchen, administra- 
tive suite, and library with storage and work rooms. The 
heating plant is located in a basement under the kitchen. 
Later additions will provide a separate lunch-activities room, 
^ additional classrooms as needed, and a resource room 
for industrial arts and homemaking facilities. Тһе ele- 
mentary classroom wing in both schools is placed near the 
main entrance and in close conjunction to the recreational 
areas. The location of the primary classrooms provides the 
youngest children with their own private outside class yards 
with direct access from the individual rooms. 

Тһе administrative suite is comprised of Principal's Office, 
General Office Waiting Room accessible from the Lobby, 
and a Health Service Unit. Also accessible from the Lobby 
are elementary girl's and boy's toilets, which double for 
adult use when the auditorium is used for public programs. 
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In addition to the 1200 sq. ft. librery proper, the library 
area has а Conference Room, Audio-visual Preview Space 
and a generous storage room. 

According to the Portland Cement Association, these two 
clementary schools are unique in Virginia in that they are 
the first in this state to exploit the economies of precast 
rigid concrete framing. The concrete frames were cast flat 
on the ground in stacks of six which minimizes formwork 
and facilitates placing of steel reinforcement. Тһе day 
after each casting, the side forms were slipped away and 
reused for the casting immediately above. After the standard 
7 day curing period, these frames were lifted and “walked” 
into position, lateral tie-beam steel rods were welded to 
plate inserts in the sides of the frames, “U” box forms 
were propped up from below and the concrete tie beams 
were poured in place. Anchorage for the bottom of the 
frame legs is accomplished by means of tie rods, welded 
to dowels in the legs, across and in the floor slab. The 
floor made a level working surface for a mobile stage 
providing access for the workmen to rub the frames. 


Walls are non-bearing brick and block masonry, anchored 
to inserts in and between the frames, and up to concrete 
sills which provide additional lateral ties toward the bottom 
of the frame. Steel sash fill the openings to the underside 
of the deck. The roof decking is Porex plank secured with 
Porex adhesive and left exposed on the underside as an 
acoustical ceiling. Partitions are of conventional brick or 
block masonry. 

Preliminary comparisons of precast concrete frame and 
conventional wall bearing, bar joist, flat roof construction 
showed a saving of $.33 per square foot using the frames. 
This, plus a substantially lower insurance rate (the concrete 
frame and masonry gave a triple A fireproof rated struc- 
ture) led to the adoption of the precast frame system. An 
8’ center for the frames was chosen for all areas except 
the multi-use room, which was 16’ centers. The classrooms 
аге 24/-8” wide, with the primary classrooms 5 bays long 
(an area of 988 sq. ft.) and the elementary classrooms 4 
bays long (an area of 750 sq. ft.) Classroom frames are 
designed to have a six foot overhang on the window walls 
to support a translucent fiberglass shade, and а 4/-10” 
overhang at the opposite end to frame a corridor skylight. 
This skylight introduces a second source of daylight into 
the classrooms by means of clearstory windows along the 
inside wall above the corridor ceiling, and into the corridor 
through the corridor ceiling itself which contains continuous 


panels of translucent fiberglass. Made to span 45” the 
(Continued on page 44) 
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New Building for Standard Distributors. 


1 ATION OF THE MAIL ROOM at the center of activity was 
the key to the success of this plan for an office and 
warehouse for several mail and distributing firms completed 
recently in Henrico County just west of Richmond. 

Designed by Architects Frederick Hyland and Richard 
Anderson, the plan provides for the separation of the activi- 
ties of the various organizations while giving them all at 
the same time direct access to the mail and file rooms and the 
central built-in bank of mail form storage. Serviced from 
the back, in the mail room, this system of tubular shelves 
provides working storage for the several hundred different 
types of forms required in large supply in different areas in 
the office portion of the building. 

A single story building of masonry construction with steel 
joist supported metal deck roof, the building provides 3000 
feet of office space and another 3000 feet of warehouse, 
lighted from over head by plastic bubble skylights. The use 
of the plastic bubbles provides sufficient illumination at most 
times without the necessity for artificial light and also avoids 
the loss of any wall storage space. 

The exterior of the building is faced in brick, trimmed in 


Architects: Frederick Hyland and Richard Anderson 


General Contractor: Thorington Construction Co., Inc. 


Emmett L. Simmons 


Consulting Engineer: 


aluminum with green tinted overhangs along the front of 
the building and at the entrance. 

Completely air-conditioned, the working areas of the | 
building are lighted with fluorescent trouffers which provide 
a minimum of 50 foot candles in evenly distributed light at 4 
the desk top working level. 

Low structural tile partitions separate various activities. 
Files, form storage as mentioned above, business machines 
and other accessories are all built into the walls or in special 
cubicles. 

Thorington Construction Company was the General Соп- 
tractor. Emmett L. Siminons was the consulting engineer. 
Sub-contractors and principai material suppliers were: 


Mesh, 


Structural and Wire 
and Frames, The Stal 
Toilet Partitions, J. S 
Betts Company; Bar 
and Mesh, Bowker and 
Gunlach and Company, Inc.; E 
Glazing, Sash, Door and Glass Com 


truickshanks Iron Works Company; Metal Doors 
etal Deck, U. S. Gypsum Company; 
rel and Alum | Sash, Montague- 
ИРТА Steel mmpany; Reinforcing 

Heating, and Air Conditioning, 
Northside Ele Company; Glass and 
Roofing, Insulation, N. W. Martin and 


Bros.; Masonry. Southern Brick Contractors; Acoustical and Asphalt Tile, 
Mansor h Company, Inge; Millwork. Will à Delaney; Septic Tank, Lyttle 
and Barr ulation, W. Е, Weile Iardware, Pleasants Hardware: 


last Stone, Economy Cast Stone 
Plastering, Douglas апа Williams. 


Ceramic Mirrors, Oliva a 
Company; g. J. €. Hungerford; 


All of the above are Richmond firms. 


SUPERIOR STONE COMPANY OF VIRGINIA 


INCORPORATED 


RED HILL 


VIRGINIA 


CRUSHED STONE 


— For — 
DRIVEWAYS ROADS DRAINAGE 
CONCRETE RAILROAD BALLAST 


ON MAIN LINE SOUTHERN RAILWAY 
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new units and alterations 


Brick Dormitory 


Group, V.P.I. 


Architects: Smithey & Boynton 


Associate Architects: Wells & Meagher 
Engineers for Mechanical Work: Sowers, Knowles & Rodes 
Engineers for Structural Work: Fraioli-Blum-Yesselman 


Contractors: Graham Brothers 


Architects, Engineers, Contractors and College Officials 
are looking forward to the completion of the new Brick 
Dormitory Group at Va. Tech. Planned to house approxi- 
mately 1,300 students the project consists of the remodeling 
of five existing buildings (Numbers 2, 3, 5, 7 and 8, as 
shown in the aerial view) and four new buildings (Numbers 
1, 4, 6 and 9 as shown in the aerial view). As can be seen 
from the aerial view, when completed, a quadrangle of four 
complete units will be formed. Each unit includes a large 


Men attending V.P.I. 3rd Annual Concrete Short Course are 
shown above watching the 3rd floor of the new VPI dormitory 
being lifted from the ground floor to its position about 17 feet 
high. The control console can be seen on the roof where some of 
the men watch the jacks in operation, The floor is shown after 
being lifted about 2 feet. 
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Lounge, Game Room, Meeting Room, Ladies Lounge and 
Toilet, Supervisor’s quarters and office, freight elevator 
serving all floors, two Toilets and showers on each floor and 
dormitory rooms to accommodate two students each. 

Each dormitory room is planned for the most economical 
use of space and for the comfort of the occupants. With 
asphalt tile floor and plaster walls, each room has built-in 
closets, chest of drawers and storage space for each occupant. 
Other equipment and furnishings in each room include one 
lavatory and medicine cabinet, double deck bed and two 
desks, chairs and bookcases. Each room is also wired for 
connection to a radio antenna system. 

Existing Buildings Nos. 2, 3, 5, 7 and 8 will be completely 
remodeled with new concrete floor slabs and new aluminum 
windows to make a fireproof structure. The new buildings 
are of fireproof flat slab construction, employing the Lift- 
Slab method. Exterior walls are of brick and concrete block, 
with aluminum windows. 

Тһе problem of adding to old buildings built around 1890 
presented an interesting. and challenging problem to the 
Architects, Smithey & Boynton of Roanoke, and Associate 
Architects, Wells & Meagher of Roanoke. The College 
authorities and the architects agreed that the new buildings 
should not conform to a precise architectural style. The 
achievement of uniformity in character rather than style was 
considered more important. This was to be accomplished by 
the careful selection and use of materials and in the grouping 
of the units around a central court. It was felt that this 
approach would result in an informal, yet pleasing sense 
of unity with the campus, and at the same time, express 
the contemporary use of materials and construction tech- 
niques. With this approach to the problem in mind it would 
be possible to form a quadrangle composed of old and new 
buildings harmoniously joined together and expressing the 
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V.P.I. Dormitories—continued 


continuing growth of the institution. 

Sowers, Knowles & Rodes of Roanoke were Engineers for 
the Mechanical Work and Fraioli-Blum-Yesselman of Nor- 
folk were Engineers for the Structural Work. Graham 
Brothers of Richmond were awarded the contract for the 
entire project at $2,395,050.00 Unit costs are as follows: 

New Buildings -- $13.12 per square foot 
Remodeled Buildings— 7.00 per square foot 

One remodeled building (Number 5, as shown on aerial 
view) was occupied at the beginning of the Fall school 
session of 1957. The present schedule calls for all new 
buildings to be ready for occupancy by January 1958, and 
for the entire project to be completed and ready for use 
by September of 1958. 


Subcontractors were: 


A. L. Parris & Со, and C. E. Young Co., Salem, masonry (labor only); Mar- 
steller Corporation, Roanoke, cut stone work: Roanoke 


& Marble Co., Richmond, marble, tile, terrazzo & toilet room accessories; 
H. D. White, Lynchburg, painting; Salem Foundry & Machine Works, Salem, 
elevators; Daniels Plumbing & Heating Co., Norton, heating & ventilating; 
Southwestern Electric Со., Wytheville, electrical. 


ENGLISH 


CONSTRUCTION COMPANY 


Phone Forest 9-5843 
ALTAVISTA, VIRGINIA 


GENERAL CONTRACTOR FOR NEW COOPERATIVE BUILDING & 
LOAN ASSOCIATION BUILDING IN LYNCHBURG, VA. 


AMES AND WEBB, INC. 


CONCRETE AND ASPHALT PAVING 


CONTRACTORS 


Phone Madison 2-2667 
3145 Virginia Beach Blvd. 
NORFOLK, VIRGINIA 


OUR 25th YEAR OF ROAD BUILDING 


Contractors for All Paving in Parking Area of 


So. Shopping Center, Page 36. 
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Radford Elementary Schools 
(Continued from page 41) 

multi-use room frames are formed in two parts with no 
overhang. A stage at the end of this 74' room makes it 
an auditorium to accommodate 540 persons while providing 
for a playroom and at present a cafeteria. The kitchen is 
so designed to serve this room and also the separate lunch 
room to be added in the future. 

Heat for the pressurized warm air heating system is 
provided to coils in the blower units by coal fired steam 
boilers. Warm air is carried through ducts under the floors 
to registers just below the windows in all instructional 
areas, library and administrative wing and corridor. Тһе 
multi-use room is heated by ducts run overhead and feeding 
down from the ceiling. Steam unit heaters are used in the 
kitchen. 

Bids were accepted in March, 1956, with Barger Con- 
struction Co., Mooresville, North Carolina, the low bidder 
at $788,060. This price included all utilities апа grading 
with the exception of paving and sidewalks, which were 
done by the City of Radford. Each building contains an 
arca of 36,500 sq. ft. The cast school, due to an excessive 
amount of excavation and grading, was built for $10.84 per 
sq. ft.; the west school for $10.48 per sq. ft. 

Structural Consultants were Poulton, 
Maher and Blake of Blacksburg. E. U. 
Markush of New York was Mechanical 


Engincer. 


Subcontractors were as follows: 


Excavating and Grading, Wall, Boyd & Wall, 
Christiansburg, Va.; Plumbing, Heating & Ventila- 
ting, J. H. Cothran Company, Altavista, Va.; Elec- 
trical, Southwestern Electric Co., Wytheville, Va.; 
Roofing, Sheet Metal, Skylights & Overhangs, T. L. 
Kirby & Son, Radford, Va.; Concrete, Builders 
Ready Mix Co., Radford, Va.; Reinforcing Steel and 
Hardware, Montague-Betts Co., Lynchburg, Va.; 
Miscellaneous Iron & Steel, Interstate Foundry & 
Machine Co,, Johnson City, Tenn.; Roof Decking, 
Porete Mfg. Co., with Withers Clay Utley, Inc., 
Norfolk, Va.; Windows (Mesker), Roanoke Engi- 
neering Sales Со., Roanoke, Va.; Millwork, Snow 
Lumber Co., High Point, N. C.; Painting & Dec- 
orating, J. W. Hundley Painting & Decorating Co., 
Roanoke, Уа, 


eer a i ai 


Growing with and contributing to 
the economy of Winchester 


Baker & Anderson 
Electrical Co., 
Inc. 


ELECTRICAL 
CONTRACTORS 


Serving This Community 
Over 20 Years 
27 N. Braddock Street 
Phone Mohawk 2-3407 
WINCHESTER, VA. 
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FOREIGN MISSION BOARD 
of the Southern Baptist Convention 


Carneal and Johnston, Architects- 
Engineers. 


The Foreign Mission Board of the 
Southern Baptist Convention. 

Cost something over $1,000,000. 

Size — 208 ft.-4 in. x 115 ft.-8 іп. 

Floor area — 52,529 sq. ft. 

Cubage 843,000 cu. ft. 

Occupied on the first floor by offices, 
chapel, projection room, printing plant, 
stock rooms, parlors and light kitchen 
facilities. 

Occupied on the second floor by 
library, studio or preview rooms, film 
and music, sound stage, editing rooms 
and offices. 

Construction—concrete piles to rock. 

Frame—steel. 

Walls—brick curtain, 

Floor system—cellular steel. 

Windows—aluminum, pivoted. 

Partitions—metal. 

Floor covering—resilient. 

Lighting—concealed and/or recessed. 

Heating, ventilating and cooling — 
year-round automatically controlled 
temperature and humidity. 


The subcontractors on the job are: 


Piling, Raymond Concrete Pile Co., Washington, 
D. С.; structural steel, Liphart Steel Co., Inc.: re- 
inforcing steel, Houck & Greene Steel Co.; steel 
deck & floor, H. H. Robertson Co.; roofing and 
waterproofing, N. W. Martin Bros.; millwork, Ruffin 
& Payne, Inc.; ceramic tile, General Tile & Marble 
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Charles S. Leopold, Engineers of 
Philadelphia, Consultant on Air-Con- 
ditioning. 


Co., Inc.; painting, J. C. Hungerford; masonry, 
William E. Tucker Co.; plastering, J. A. Wilton, 
Jr. & Bro.; alumnium work, glass and glazing, Bin- 
swanger & Co.; roof deck, Economy Cast Stone Co;. 
windows, Reynolds Metals Co.; elevators, Westbrook 
Elevator Co.; electrical, Union Electric Co., Inc.: 
plumbing, heating and air-conditioning, Virginia 


r|iumbing & Heating Co. 


n 
Ashwell 
Septic Tank 


Service 
Telephone 61]3 


HERNDON 
VIRGINIA 


x 
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J. Kennon Perrin Company, General 
Contractors. 


Wise Conerete 
Corporation 


READY MIXED 
CONCRETE 


At Its Best 
Delivered When You Wish It 
BRIXMENT DRAIN TILE 
CEMENT SAND & STONE 


CALL: 
BIG STONE GAP, VA. 


OR 
NORTON, VA. 


328 


13th St. Big Stone Gap, Va. 


PAGE FORTY-FIVE 


CUSTOM MADE PAINTS 


for 


* HOME 
* INDUSTRY 
* MAINTENANCE 


Specification Paint 
Manufacturers | 


INCORPORATED 
LYNCHBURG, VIRGINIA 


FRED N. PARRISH 


Lumber Company 


Roanoke Iron & Bridge 
Works, Inc. 


Steel Fabricators 


Dial MI 9-2435 
2030 Lewis St. 
RICHMOND, VIRGINIA 


—Ü— — — 
f 


BLACKWELL ENGINEERING (0. - 


GENERAL CONTRACTORS 


ROANOKE, VIRGINIA 


Climatemaker’s, 
BUILDING CONTRACTOR Inc. 


EXCAVATING \ 
Heating and 
WATERWORKS AND SEWERS Medeae 
Air-Conditioning 


DRAINAGE 
BRIDGES Refer to the Southern Shopping Center 


on page 36. 


DEVELOPMENTS + DESIGNS * PLANS 
ESTIMATES AND SURVEYS 


Dial MA 7-6511 
2914 Church Street 
Main Office Branch Office NORFOLK, VIRGINIA 
Рн. JEFFERSON 4-7771 PHONE 203 | 
P. O. Box 358 P. O. Box 491 | Ж? 


MERRIFIELD, VIRGINIA WARRENTON, VIRGINIA 
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Oak Grove Elementary School 


Architect: Hayes, Seay, Mattern and Mattern 


A “L” spAPED building containing 
19 classrooms, the new Oak Grove 
Elementary School is located approxi- 
mately 2½ miles west of the city limits 
of Roanoke in Roanoke County. It was 
built to accommodate 570 students and 
contains 34,617 square feet. The con- 
tract price for the new building was 
$382,941, making a per pupil cost of 
$671 and a per square foot cost of 
$11.06. 

The eleven and a half acre site on 
which the 328 foot by 247 foot single 
story building is located required ex- 
tensive site clearing and grading. Al- 
though no planting was done under 
the contract, the area was seeded, the 
roads paved with macadam as were the 
parking areas, concrete walks were 
provided and a storm water drainage 
system installed. 

The building is generally of wall 
bearing construction, with brick faced 
concrete block walls, concrete block 
partitions, with the masonry work ex- 
posed and painted. The roof is built 
up over rigid insulation on top of steel 
decking supported by steel joists. The 
ceilings in the building are for the most 
part faced with acoustical tile. Floors 
are concrete finished with terrazzo in 
the corridors, ceramic tile in the toilets 
and resilient tile elsewhere. 

Glazed tile wainscots are used in the 
corridors, toilets and multi-purpose 
rooms. The windows are of steel, 
projected type, and are glazed in cer- 
tain areas with heat reducing glass. The 


to tell the Virginia Story 


General Contractor: J. М. Turner and Со. 


doors in the building are generally of 
wood in steel frames. 

Heating for the school building is 
by an automatic oil fired hot water 
boiler through convectors and heating 
and ventilating units. Lighting fixtures 
use incandescent lamps and the elec- 
trical work includes exit and emergency 
lighting systems, telephone conduits, 
intercommunicating conduits, fire alarm 
system and a program clock control 
system. Kitchen equipment for the 
building was not in the contract. 


---- 


General contractor for the project 
was J. M. Turner and Company of 
Roanoke. The sub-contractors and prin- 
ciple material suppliers were: 


Earthwork, Pioneer Construction Co.; Concrete, 
crete Ready-Mixed Corporation; Masonry work: 
к, Salem Brick Со.; Cinder block units, Roanoke 
Webster Brick Co.; Sand, Aberdeen Sand; Mortar, 
Lone Star Mortar; Glazed Ti Hanley Tile Co.; 
Structural Steel, Structur к Inc.; Open 
Web Steel Jois £ 5 Steel Roof 
Deck, Roanoke neering Sales Co 
Metals, Montague-Betts Co.; Metal Specialties: Hol- 
low Metal Doors and Frames, Montague-Betts Со;. 
Steel Windows, Thorn Window Co.; Metal Lettering, 
Cates Building Specialt Metal Toilet Partitions 
and portable Stage, Roanoke Engineering Sales Co.; 
Carpentry & Millwork, Skyline Lumber Co.; Interior 
Stone & Tile, Marsteller Corp.; Terrazzo, Webb 
Brothers Interior Tile Co.; al Treatment & 
Thermal Insulation, Hampshire Corp.; Toilet Room 
Accessories, Grave-Humphreys Hardw Co.; Fin- 
ishing Hardwa d Hardware Plastic 
Signs, Plastic Sign Sales Co., Roanoke; umbing, 
Heating and Ventilating, Lowe & Nelson; Electrical, 
Clayton С. Tinnell, Roanoke. 
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Charles Leonard Hardware Co., Inc. 


Phone REgent 3-9100 


3-9105 


20 W. Bank Street 


PETERSBURG, VIRGINIA 


Saxe 
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ROANOKE 
WOOD PRESERVERS 


JOHN G. BERNARD, Mgr. 


1007 3% St. S. E. DI 3-9796 
ROANOKE, VIRGINIA 


Dealer Erectors for Aluminum Covered 
Pole Buildings 


PLANS AVAILABLE 


McGRAW-MARTIN 
& CO. 


Masonry 


Contractors 


See the Aragona and Camellia Ele- 
mentary Schools on this page and 
the National Bank of Commerce on 
page 28. 

Phone LO 3-9564 

1012 Albert Street 


NORFOLK, VIRGINIA 
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—Photo Craftsmen Inc. 


ARAGONA ELEMENTARY SCHOOL 


(Camellia Elementary School Similar) 
Princess Anne County 


F. W. Cox, Division Superintendent 
А. Ray Pentecost, Jr., A. IA. Architect 
Dewey G. Weddle & Company, General Contractor 


y doe BUILDING IS built employing the use of “Parco” steel framing units, 

which reduces time required for construction by 50% and provides a saving 
amounting to 20% to 25% as compared with conventional methods of con- 
struction. This building includes: 

28 classrooms, one resource room, complete administration facilities, teacher's 
lounge, multi-purpose room with stage, kitchen with all necessary facilities, 
including toilets, еќс., to make possible a complete operation in accordance with 
the present State School Planning Manual. Total area of the building—45,210 
sq. ft. 

Base Bid—$378,157 or a cost of $8.34 per sq. ft. 

Cost of completed project including all site work, kitchen equipment and the 
use of terrazzo floors and ceramic tile wainscot in corridors—$439,790 or a cost 
of $9.73 per sq. ft. 

All finishes and materials used in this construction same as those found in 
traditional buildings using conventional methods of construction. 


Sub-Contractors: Alston, Inc., electrical; Coley & Petersen, plumbing & heating; Fred A. Haycox, concrete, 
roads and site work; Hampshire Corporation, acoustical ceilings; J. K. Parker, Inc., structural steel; 
McGraw-Martin & Company, masonry; Walker & Laberge, glass, glazing and ‘‘Zourite” facia; Virginia 
Sheet Metal & Roofiing oofing and roof Insulation; Russell & Russell, lath and plaster; M. E. Stern, 
kitchen equipment; Ajax and Marble Corp., ceramic tile and terrazzo: Grover L. White, Inc., asphalt 
tile; American Steel Equipment Co., toilet partitions, metal wardrobe racks. 

Suppliers: Campostella Builders, mill work; Burton Lumber Company, hardware; Hall-Hodges, rein- 
forcing steel; Construction Supply, water-proof paper, reinforcing mesh and expansion joints; Flowers 
School Equipment, chalk board, chalk board trim and ta board trim; Seaboard Paint & Supply, celotex 
sheathing, towel dispensers, ete.: Doyle Brick Co., fire door for vault; Lewis & Sales, flag Pohl Colonial 
Block, precast coping; Andco Products, cast aluminum letters, 

Camellia Elementary School 

Sub-Contractors: Fred А. Haycox Company, excavation for road & walks paving and drainage, building 
site—concrete for building; J. U. Addenbrook's Sons, Inc., sewers, manholes, septic tank and sand filter, 
McGraw-Martin & Company, masonr К. Parker, Inc., structural and miscellaneous metals; Hampshi 
Corporation, acoustical ceiling; Roo! ingineering Corporation, roofing, flashing and sheet metal wor 
Building Supplies Corporation, glass and glazing; Russell & Russell, furring. lathing and plastering; 
Tidewater Tile Co. Inc., asphalt, ceramic and quarry tile; E. Caligari & Son, painting; Atlantic Equipment 
Corp., kitchen, serving arca and cafeteria equipment; Princess Anne Plumbing and Elec. Suppliers, plumbing, 
heating and ventilation; E. G. Middleton, Inc., electrical. 


CORDE & STARKE 
GENERAL CONTRACTORS 


COMMERCIAL & INDUSTRIAL CONSTRUCTION 


18 South First Street — P. O. Box 574 


RICHMOND 5, VIRGINIA 
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ВОСОСК ELEMENTARY 
SCHOOL 


ADAPTATIONS FOR THE ALTAVISTA, RUSTBURG AND THE 
Seneca District ELEMENTARY SCHOOLS CONSTRUCTED 


Architect: Clark, Nexsen and Owens 


Mechanical & Electrical Engineers: Clark, Buhr & Nexsen 


Structural Engineers. Fraioli-Blum and Yesselman 


General Contractor, Bocock School: English Construction Co. 
General Contractor, Altavista School: Frazier Construction Co. 
General Contractor: Rustburg School: Henry D. Porter Co. 
General Contractor, Seneca District School: Dawson Brothers 


di lir BASIC PLANNING for the Bocock 
School, designed by Clark, Nexsen 
and Owens, a one story masonry, ten 
classroom building, has been adapted 
to three other schools by the same arch- 
itects. Adaptations have been construct- 
ed for the Altavista Elementary Schools, 
the Rustburg Elementary School and 
the Seneca District Elementary School. 
АП four of the Campbell County build- 
ings are similar in plan, materials and 
construction. They are one story ma- 
sonry bearing wall structures with con- 
tinuous steel lintels. The exterior facing 
is of brick over block back-up. 'The roof 
deck is of light weight concrete and is 
covered with a built-up roof. The roof 
structure is steel joists. Floor slabs are 
on grade and are finished with asphalt 
tile. Public areas in the new school 
building have structural glazed wain- 
scots and acoustic ceilings. Classrooms 
in the buildings have painted masonry 
walls and plaster ceilings. Toilets have 
ceramic tile floors and walls. The build- 
ings are heated by steam, have gravity 


Richmond Plumbing & Heating Supplies, 


ventilation and incadescent lighting. 

Mechanical and Electrical Engineers 
for all projects were Clark, Buhr & 
Nexsen while Fraioli-Blum and Yessel- 
man were Structural Engineers. 

General Contractor for the Bocock 
School is the English Construction Co. 
of Altavista. The price for this school, 
with ten classrooms, is $187,997.38. 

Frazier Construction Co. of Altavista 
is General Contractor for the Altavista 
School which contains 4 classrooms and 
a library and differs from the prototype 
in that it has a steel roof deck. Its 
price is $141,419. 

At Rustburg, the General Contractor 
is Henry D. Porter Co. of Lynchburg. 
The contract cost of this school, which 
is identical to Bocock except for its 
steel roof deck, is $192,678.25. 

The last of the four schools, which 
also has a steel roof deck and contains 
6 classrooms, is the one for the Seneca 
District. Priced at $154,430.46, it is 
being built by Dawson Brothers, of 
Hurt. Va., General Contractors. 


Ine. 
Dial EL 9-3213 


3303 Lanvale Avenue 
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MADISON FLOORING 
COMPANY 


Manufacturers of 
APPALACHIAN 
OAK FLOORING 


Telephone 2481 
MADISON, VIRGINIA 
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ж 
С. В. MALCOLM 
& SON 


Engineers 
and 


Surveyors 


632 2nd St. S.W. 
Diamond 4-6249 


ROANOKE, VIRGINIA 
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FROM FOUNDATION 
To Roor” 


LUMBER 
BUILDING SUPPLIES 
MILLWORK 
APPLIANCES 


SKYLINE 
LUMBER 
COMPANY, 
INC. 

1255 Third Street, S.E. 


ROANOKE, VIRGINIA 
Phone DI 5-8187 
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Т. 5. MINTER 
HEATING AND PLUMBING 
CONTRACTOR 
Phone Mercury 2-3306 
709 Jefferson St. 


MARTINSVILLE, VA. 


Plumbing Contractor for 
Piedmont Trust Bank, 
Martinsville, Va. 


Featured on Page 24 
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Beth Ahabah Religious Building 


Architect: 
Merrill С. Lee 


Contractor: 
Thorington Construction Co., Inc. 


Construction began February 1957, 
on the Beth Ahabah Religious Building 
to be added to Temple Beth Ahabah on 
West Franklin Street, Richmond, Vir- 
ginia. 

Тһе structure is in contemporary de- 
sign. Constructed of buff brick to match 
the Temple, it is of fire-proof construc- 
tion with metal curtain walls on East 
гпа West clevations to give maximum 
lighting to the 20 classrooms and 
Library. 

A driveway on the west side of the 
building will enable cars to unload 
passengers both for the School and 
"Temple services, as the synagogue can 
be reached directly by а corridor lead- 


ing from the West Entrance. Future 
plans contemplate a parking area ad- 
joining the Religious Building to the 
west. 

Тһе building will accommodate 370 
pupils. 

Architects are the office of Merrill 
C. Lee, Richmond, Virginia and Тһог- 
ingten Construction Company, Inc. is 
the contractor. The sculpturing at 
front elevation is planned for the 
future and is designed by Leo Fried- 
lander, sculptor of New York. 

Completion is scheduled for Decem- 
ber 1, 1957. 

Material suppliers were Oliva & Lazzuri, tile work: 
Binswanger Co., glass; Southern Brick Col, masonry: 
The Stanley Co., metal wall units; John Bagby. 
windows; J. C. Hungerford, painting; Truscon Steel 
Co., metal roofing; W. H. White, Sr., plumbing; 
Northside Electric Co., electrical; Bowker & Roden. 

i C. B. Smith, floor covering 


sants Co., 
Va. 


hardware. All firms 


GODWIN ELECTRIC COMPANY 


Charlottesville, Virginia 


Member—National Electrical Contractors Association 
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Frederic 


R. Scott 


Architect: 
Alan McCullough 


General Contractor: 
Russell Blank 


The Fred Scott Residence on Ken- 
nondale Road is basically a one story 
plan though the sloping site permits an 
unfinished family room, bedroom and 
bath on a lower floor at ground level. 
Also on the lower level is a shop, storage 
room and equipment room for furnace 
and air conditioning equipment. 

Living, Dining, Study and two of the 
three bedrooms on main floor overlook 
the river view to the South, with large 
glass areas forming South wall along 
terrace апа balconies. 

The house is a combination of brick 
and frame, the brick being pastel color 
range, all exterior siding, cornices and 
overhangs are California Redwood. The 
roof is built up using aggregate of white 
marble chips. Terraces and entrance 
hall are Pennsylvania stone. 
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Residence 


Pella wood casements are used. The 
house is fully air conditioned and zoned. 
Low voltage electrical wiring is utilized. 
Mechanical work was designed by Tm- 
mett Simmons & Associates. 

The General Contractor was Russell 
B. Blank, Richmond, Virginia. 

Brickwork Southern Brick Contractors Inc.; 
Plumbing & Heating, Virginia Plumbing & Heating; 
Millwork, Н. Beckstoffer's Sons; Hardware, Pleas- 
ants Hardware Company; Lighting Fixtures. A. E. 


Allen and Finland House, Inc.; Plumbing Fixtures, 
Crane Company. 


NOVEMBER 


1957 
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L. S. WEAVER 
& ВКО. 


ORANGE, VIRGINIA 


Plumbing, Heating and 
Air Conditioning Contractor 


Н “It Pleases Us to Please You” 


(-------------------.л — 


W. W. Moore & Sons 
Elevators 
Sales & Service 
Dial MI 4-2316 
Dial KI 5-0115 


Richmond, Va. 
Norfolk, Va. 


Monarch Elevator 
Co. 


Phone Brway 2-4563 


Greensboro, N. C. 


Refer to Page 23 
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AUSTIN 
ELECTRIC 
COMPANY 


Electrical 


Contractors 


304 Market St. 
Phone Madison 2-1869 


NORFOLK, VIRGINIA 


Eastern 
Building Supply 
( zompany 
RICHMOND 


Milton 8-0992 


NORFOLK 
Madison 2-5840 


% 


Face Brick—All Types 


® 


STRUCTURAL GLAZED 
Facinc TILE 
Architectural 
Terra Cotta 

Lemlar Solar-Controlled 
Sun Shades 
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Survey of Plan Room Facilities 


Dodge Reports Plan Rooms аге 
operated іп Virginia at Richmond, 
Roanoke and Norfolk. These facilities 
are maintained for the benefit of the 
construction industry generally. No fee 
of any sort is charged to users of the 
plan rooms, nor are they required to 
be subscribers to any of the Dodge 
Services. Dodge provides the space and 
facilities, and the architects апа other 
awarding authorities loan the plans for 
the duration of the bidding period. 
Dodge hopes that the good-will en- 
gendered will make the effort worth- 
while. 

As an example of how useful these 
plan rooms are, last month the Rich- 
mond Plan Room recorded 256 esti- 
mator visitors who made take-offs on 
367 plans. The majority of these esti- 
mators work for material and equipment 
supply firms, who furnish quotations on 
their items to subcontractors. These 
people probably need plan rooms even 
more than subcontractors, since their 
prices are submitted to subcontractors 
and therefore find it difficult to borrow 
plans from general contractor bidders. 

While Dodge employees never at- 
tempt to interpret plans and specifica- 
tions they do answer numerous inquiries 
each day concerning facts and contents 
of the documents on file. Addenda are 


ААИНИН ОТТОО 
“SMALL BUSINESS МҮ SPECIALTY” 
= In Your Office Or Mine 


= * PAYROLL 
E * BOOKKEEPING 
= * WITHHOLDING 


* Tax RETURNS 
* SociaL SECURITY 


G. LEONARD MARLER 


MANY YEARS EXPERIENCE 


RICHMOND, VIRGINIA 


3205 Grove Ave. 


SH LLL и 


EU ИИИНИН MILIA 


323A Route 12 


TT nn 
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LLL ML CMCC LMC ША 


Dial AT 8-2843 


PLASTERING CONTRACTOR FOR BELMONT BRANCH LIBRARY 


attached as received and notices sent 
out informing the industry of their 
issuance. This relieves the busy archi- 
tect’s offices of many information-seck- 
ing calls which would eat into their 
productive hours. 

The everpresent shortage of capable 
estimators thruout the industry makes 
it imperative that their time be utilized 
efficiently. Plan rooms save these people 
many hours in locating plans in general 
contractors’ offices and in waiting there 
for a chance to use them. In a plan 
room, even if the plan first requested 
is in use, another one is usually avail- 
able to enable him to utilize his time 
while waiting. 

There can be little dispute to the 
fact that sufficient available plans assure 
more material and equipment prices 
and sub-bids. This tends to lower the 
total cost to the owner, making less 
necessary revisions and cuts after the 
bids are received. Also, the fact that 
plans were readily available to all in- 
terested firms should tend to reduce the 
number of requests for substitution of 
specified items after bids have been 
closed, as all would have had a fair 
chance to make any suggestions and 
requests before the matter could be 
considered closed. 


NOMINAL 
CHARGE 


EL 8-9459 


MINNIE mu LL 


J. A. WILTON JR. & BRO. | 


Plastering Contractors 


P. O. Box 323A 


RICHMOND, VA. 
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Manchester 
Board & Paper 
Company 
Office Building 


Architect: J. Henley Walker, Jr. 


General Contractor: С. E. Nuckols 


ONSOLIDATION OF OFFICE facilities 
e made this completely air-condi- 
tioned office building an extreme 
necessity, In addition to the office 
space, the building contains a large 
vault, a fireproof record storage room, 
employee lounge and shower rooms, 
kitchen and multi-purpose room. 


Тһе multi-purpose room, adjacent to 
the kitchen, is used for dining, a meet- 
ing room, and lecture room for safety 
instruction. This room is equipped with 
a modern fold door for added flexi- 
bility. 

Interior finishes include spectra-glaze 
wainscot on the interior of exterior wall 
surfaces, pre-finish walnut paneling in 


Pittsburgh 
Plate Glass 
Company 
302 South 7th St. 
RICHMOND, VA. 


the executive suite, plastic wall covering 
in the lobby and ceramic tile in the 
shower rooms. All ceilings are acous- 
tically treated, and the slab-on-grade 
floor is finished with asphalt tile. The 
general office area is divided into office 
spaces by means of Mills metal movable 
partitions. 

Тһе structural system consists of 
beam and post construction with pipe 
columns and bar joists with a poured- 
in-place gypsum roof deck. Semi-cur- 
tain walls are brown and Grist alumi- 
num windows with Davidsow porcelain 
enamel panels in the top sections, Walls 
below windows consist of brick with 
spectra-glaze back-up. 


Morris Hunter, Inc. 


ELECTRICAL 
CONTRACTOR 


Refer to Savings Bank & Trust Co. 
Project page 19. 
115 E. Cary St. 
Richmond, Va. Dial MI 3-0189 


Тһе building was constructed for а 
cost of approximately $12.80 including 
a complete sprinkler system and all site 
work. 


List of Sub-Contractors: Allen & Dunkum. exca- 
vating; J. S. Archer Co., folding partitions, rolling 
doors and vault door; Brown & Grist, Inc., Warwick 
windows; H. L, Carter, plastering; E. S. Chappell 
Co., Inc., calking; Economy Cast Stone Company, 
cast stone; J. B. Eurell Company, gyp roof; Horace 
S. Flournoy, plumbing, heating, air-conditioning; 
Central Tile & Marble Company, ceramic tile; 
Glidewell Bros., painting; Hall-Hodges Company 
Inc., Norfolk, reinforcing & mesh; John Тап- 
cock, Jr., Inc., Roanoke, steel joists; Liphart Steel 
Company, Inc., structural steel & miscellaneous iron: 
N. W. Martin & Bros., Inc., roofing, sheet metal 
and waterproofing; John K. Messersmith Co., Inc., 
steel frames & doors, office partitions, and toilet par- 
titions; Miller Manufacturing Co., millwork; W. 
Morton Northen & Co., Inc., asphalt & acoustical 
tile; Pleasants Hardware, hardware; Sash, Door & 
Glass Corp., glass and glazing; Southern Brick Con- 
tractors, Inc., masonry; The Staley Company, alum- 
inum louvers; United Electric Corp., electrical. All 
are Richmond firms unless otherwise noted. 


S 


ROANOKE CONCRETE 
PRODUCTS COMPANY 


Dial DI 2-7245 


ROANOKE, VIRGINIA 


ЕТШШШІШІШІШІШІШІІІЛШІІІШІШІШІШШІІШІШІШІЕ 


BAKER & COMPANY 


MECHANICAL CONTRACTOR * 


FOR 


SALES — INSTALLATION — SERVICE 


OF 


NORFOLK, VIRGINIA 


AIR CONDITIONING — REFRIGERATION — OIL BURNERS 


SHEET METAL — ROOFING 


DISTRIBUTOR FOR: 


CARRIER IRON FIREMAN > NORTH STAR ICE EQUIPMENT 
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SNOW, JR. AND 
KING, INC. 


MASONRY 
CONTRACTORS 


2415 Church Street 


Phone MA 2-2858 


NORFOLK 4, VA. 


Masonry Contractors for 


OHN WHITMORE AND Peyron Cut- 
J GHESTER are the architects for this 
5,450 square foot addition to the 
Hotchkiss Center, northside Richmond 
recreation center. To be built for the 
City of Richmond's Department of 
Recreation and Parks, the new addi- 
tion will serve the community center’s 
need for more space for meetings and 
will provide dining, dancing and drama 
facilities. The present building, contain- 
ing 3400 square feet, will continue in 
use as a gymnasium and for games and 
hobbies. 

Ground was broken for the new 
community center facilities on Septem- 
ber 15. The new addition, to be built 


Peoples Service Drug Stores and 


Giant Food Stores in the 


Southern Shopping Center 


Featured on page 36 


W. G. LESEMANN | 
Phone EL 5-6360 | 

P. O. Box 45 
RICHMOND 1, VA. 


tt 


MANUFACTURER'S 
REPRESENTATIVE 


SLOAN VALVE COMPANY 


Flush Values 
Act-O-Matic Shower Heads 


C. F. CHURCH МЕС. 
COMPANY 
“The Best Seat in the House” 


SCOTT VALVE COMPANY 
“Copper and Brass Valves” 
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Hotchkiss Recreation Center 


Architects: John Whitmore and Peyton Chichester 


Mechanical Engineering Consultant: J. Robert Carlton 


Perfect Balance 
SMALL enough to give prompt personalized service. 


BIG enough to supply technical “know how” 
and assured supply. 


LEADING Independent Virginia Supplier of Kerosene, 
No. 2, No. 4, No. 5 and No. 6 Fuel Oil. 


PETROLEUM MARKETERS, INC. 


P. O. Box 1656, Richmond, Virginia, Phone MI 4-9286 


R. G. ROOP, President 
Н. Gopwin Jones, Vice President 
Lucius Е. Cary, Jr., Vice President and Sales Manager 


Contractor: Hendrick Construction Co. 


by Hendrick Construction Co. of Rich- 
mond, will cost 66 cents per cubic foot, 
or $9.37 per square foot, Its features 
include a stone entry, aluminum win- 
dows and cornice, stained cedar ceilings 
(the underside of а 4” cedar roof deck 
supported by laminated wood beams) 
zoned baseboard hot water heating and 
concealed piping, foot operated, therm- 
ostatically controlled lavatories. 

Jesse A. Reynolds, Director of the 
City of Richmond Department of Rec- 
reation and Parks represents the City 
as the owner, The Mechanical Engi- 
neering Consultant was J. Robert 
Carlton, of Richmond. 
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New Product 


араш; the newest version of 
wood particle board will be pro- 
duced in volume by December 1, 1957 
at Waverly, Va. The Gray Products 
Company headed by Elmon T. Gray, 
president, has just completed the largest 
flakeboard plant in the country and is 
now making its initial production eval- 
uations. 

Wood particle board is a German 
innovation of the late 1930's. It is 
made by forming previously unused 
wood residues into small particles, mix- 
ing these with thermosetting resin 
binders and then pressing the mix into 


a 


W. A. RICE 
ELECTRIC CO. 


ELECTRICAL 


CONTRACTOR 


315 D St. 
Phone 6-2966 
LYNCHBURG, VIRGINIA 


2n» 
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a flat building board panel by means 
of a giant hot press. 

То date, the wood particle board 
produced in the U.S.A., has been used 
in case goods furniture, sink tops, 
formica covered dinette tables, floor 
underlayment and interior partitions. 
It may be used as a core material for 
various overlays of metal, plastic, wood 
veneers, vinyl sheetings or finished in 
the clear and used as a decorative 
panel. 

Тһе Europeans are successfully utiliz- 
ing wood particle board as roof decking, 
sub-flooring, sheathing and parquet 
floor blocks in addition to those above 
mentioned. 

Wood particle board may be engi- 
neered so as to be termite resistant, 
fire resistant, and even perfumed if so 
desired. The density, acoustical proper- 
ties, strength, color, water resistance, 
insulation characteristics and cost may 
all be varied and controlled to fit the 
needs of the intended usage. It is 
extremely stable and quite resistant to 
warpage when properly balanced. 

Gray Products intends to manufac- 
ture their product by slicing tiny, thin 


wafers from green, debarked prime 
pulpwood. Because of the geometrical 
structure of the flake and the fact that 
it is formed only from green timber and 
not dried wood waste, Gray's flakeboard 
will obtain a modulus of rupture ex- 
ceeding 4000 Ibs. PSI. This is twice the 
strength of any wood particle board now 
on the market. Its lumber tight edge 
will eliminate the need for wood 
bending as is currently used in соп- 
junction with present day wood particle 
boards. 

Тһе plant can produce a board in 
thicknesses of Ya” to 1½“ and will 
manufacture about 30 million feet per 
year on a 34” basis. The standard size 
panel will be 5’ x 10’; however, it can 
be cut to size on request. 

Gray Products sees a bright future 
ahead in becoming a local source of 
supply for the Eastern building industry 
in replacing plywood and other com- 
position boards. They аге presently 
carrying out an active project develop- 
ment program with local architects to 
best ascertain the needs of the building 
industry. 


Pioneer Construction Company, Inc. 
GENERAL CONTRACTORS 


GRADING 
Road Work of All Kinds 


- FOUNDATIONS 


Sewer and Water Trenching 


P. O. Box 137 
ROANOKE, VIRGINIA 


Excavating Contractor for 
OAK GROVE ELEMENTARY SCHOOL 


Plants 


RUBBER JOINT PIPE * 


CONCRETE PILES 
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Gray Conerete Pipe Company 


SPECIAL CONCRETE SHAPES 


6315 Eastern Avenue; BALTIMORE, MARYLAND 

2777 Jefferson Davis Highway; ARLINGTON, VIRGINIA 
Wilson Blvd. & Va. Ауе.; HAGERSTOWN, MARYLAND 

West Railroad Street; WILSON, NORTH CAROLINA 

209 Randolph Street; THOMASVILLE, NORTH CAROLINA 


Manufacturers of 
PLAIN & REINFORCED SEWER & CULVERT PIPE 
АП Sizes for All Purposes 


CEN-VI-RO & GRA-FLEX FOR 
LOW PRESSURE LINES 


FLAT BASE PIPE 
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PUTTING THE “R” ім ADVERTISING! 
This four foot plastic coated marine ply- 
wood letter “R”, manufactured by the 
B. Т. Crump Company, Inc., of Rich- 
mond, will be part of a sign 120 feet 
wide. It is being erected for “EARL’S 
SEVEN DAY SUPER MARKET” in 
Fredericksburg, Va., by Robert M. Dun- 
ville & Bros., Inc., of Richmond. 


BROWN-MOONEY BUILDING 


Plywood, 
Plastic-Coated 


SIGNS 


ө The B. T. Crump Company of Rich- 
mond has purchased the manufacturing 
facilities of the Plastik-Ply Company, 
producers of plywood signs. 

The Crump Company manufactures 
wood letters made of 7-ply 34" and 15- 
ply 172” marine plywood covered with 
a plastic weather-proof coating. They 
are mounted to stand clear of the wall 
to prevent streaking. Crump stresses 
their fast, easy installation, and the 
fact that they can be removed quickly 
for repainting or cleaning. Letters are 
produced in three standard type faces. 
Crump also custom-builds letters in any 
style a customer may specify. 

Robert Н. C. Seaton, president, re- 
ported that, “Тһе Crump Company is 
presently conducting an extensive ге- 
search program to develop a vinyl sheet- 
plastic facing for wood sign letters. This 
would ell but wipe out sign mainte- 
nance costs. Development is underway 
to introduce a feather-weight hollow 
plastic sign letter that could be applied 
to the face of any type construction 
with a strong adhesive. These would be 
moulded in all sizes up to four feet 


igh.” 


MATERIALS CORP. 


BUILDING MATERIALS FOR HOME AND INDUSTRY 
1615 E. Byrd St. 
RICHMOND, VIRGINIA 


28 W. Main St. 


STOKERS 


GEORGE B. THOMAS 


BERRYVILLE, VIRGINIA 


HEATING SPECIALIST 


OIL BURNERS 


ELECTRIC LIGHTING PLANTS 


We Give Service 


Phone 114 
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STUART M. PERRY, 
INC. 


Asphalt Division 


ASPHALT PAVING OF 


ALL Kinps 


Crushed Stone for 


All Purposes 
Phone MOhawk 2-3431 


Office & Quarry: 
2 Miles West on Rt. 50 


WINCHESTER, VIRGINIA 


HIGH POINT 
SPRINKLER 
CO. 


Sprinkler Systems 


Underwriter-Approval 


* 


119 Virginia Ave. 


HIGH POINT, N. C. 
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ROADWAYS FOR KAY RESIDENCE 
By 
KENNETH L. BLACK 


Paving Contractor 


1723 Arlington Rd. Richmond, Va. 


See Page 40. 


TUNE AND TOLER 


PLUMBING, HEATING & ELECTRICAL 
CONTRACTORS 


Phone HEM 
CHATHAM, VIRGINIA 


Masonic Building 2-3821 


RIVER ROAD 
BAPTIST CHURCH 


Architect: Merrill С. Lee 


Contractor: Wise Contracting Company 


FETA SociaL HarL, Library and Ed- 
ucational Building of River Road 
Church, located at Ridge Road and 
River Road, Richmond, Virginia, has 
recently been completed. 


The building in traditional design 
represents the period in Georgian ar- 
chitecture during the time of Thomas 
Jefferson. The entrance design is similar 
to the main entrance of Jefferson’s home 
at Monticello. 


The building is of fireproof construc- 
tion. The exterior brick is the colonial 
over-sized brick; the roof is of slate and 
the column, trim and cornice of wood 
construction. 


The Social Hall is used temporarily 
as the Sanctuary, is air-conditioned and 
will seat 450 persons. The floor under 
the Social Hall is completely above 
grade and contains two assemblies, 16 
classrooms, and the mechanical equip- 
ment room. 


The building was designed by Merrill 
C, Lee, Architect and constructed by 
Wise Contracting Company, both firms 
which are from Richmond, Virginia. 


Subcontractors were: 


Brick, W. D. Duke, Locher Brick Co.; millwork, 
E. Richardson; floor covering & acoustic work, 
эгіһеп Co.; concrete masonry units, Con- 

& Products Co.; hardware, Pleasants 
inting, Frick, Vass & Street; stone, 
Co.; structural steel, Richmond 
heating апа air conditioning, 
A. Christian Co. 
Va. 


Granite 


Empire 
Engineering Co.; 
W. H. White, Jr.; electrical, W. 
All of the above firms are in Richmond, 


sound investment—lowest maintenance cost. 


—< SS 


| Main Office— Pen Argyl, Pa. 


When selecting the chalkboard for your school, Natural Slate is unexcelled for its reading and 
| writing qualities. The only “Classic Chalkboard” with a record of over 85 years of service. А 


NATURAL SLATE BLACKBOARD COMPANY | 


Dist. Office—6123 Chillum Place, N.E., Washington, D. C. 
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Officers of the 
Virginia Chapter 


American Institute 


of Architects 


President Vice President Secretary Treasurer 
Ricuarp L. MEAGHER Неквевт L. SMITH Fren P. Parris Tuomas LEACHMAN 


SUTTON COMPANY, INC. 


ui Stowe & Denton 
Office: Richmond, Virginia 
R. F. D. 6, Box 39 Phone RE 7-4113 PLASTERING CONTRACTORS 
RAILROAD CONSTRUCTION Exchange Building, Richmond, Уа, 


One of the most fully and expertly equipped companies to 
do all types of railroad construction and maintenance. 
Central National Bank, 


. Also West Broad Street Branch 
EXCAVATING AND EQUIPMENT RENTAL Page 15 


See 


ROANOKE IRON WORKS, INC. CASSAB 
CONSTRUCTION CO. 


305 Third St., S.E. X Diamend 5-7831 А 
605 Third St., 5.1 Phone Diamend 5-78 2510 Chamberlayne Ave. 
ROANOKE, VIRGINIA Phone EL 3-0307 


Richmond, Va. 


—— — ——— — ́ ́ •— 
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HENRY D. PORTER & CO. 


GENERAL CONTRACTORS 


Assurance of Quality & Service 
to Architects, Contractors 


© Owners 


Mailing Address Office Address 


P. O. Box 981 504 Forest Street 


WEST VIRGINIA 
BRICK COMPANY 


Charleston, W. Va. 


Dial 2-3833 


LYNCHBURG, VIRGINIA 


General Contractor for New Rustburg Schooi 


«(De 


See page 49. 
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Director Director 
Cart М. LINDNER, Jr. Tuomas CRAVEN 


Southern Electric Co. 
ELECTRICAL CONTRACTORS 


Industrial « Residential » Commercial 
Route 60 Bypass Rd. 
WILLIAMSBURG, VIRGINIA 
CAP 9-1461 


Welding Service 
Company 
Structural Steel and 


Ornamental Iron Work 


Hilliard Road and 
R. F. & P. R.R. Tracks 


Phone СО 6-2465 
RICHMOND, VIRGINIA 


A. L. PARRIS 
COMPANY 


Masonry Contractors 


Phone Dupont 9-2517 


520 Colorado Street 


SALEM, VIRGINIA 


See V.P.I. Dormitory Group 


featured in this issue 
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Director 
Henry T. Новлмо 


MOUNTAIN TRUST BANK 


Member Federal Deposit Insurance Corporation • Member Federal Reserve System 


Director Director 


PauL D. WoopwARD О. PENDLETON WRIGHT Henry В. Boynton 


years of 
experience 


656 years represents the combined 
banking experience of the entire staff 
at Mountain Trust. 

Here's extensive years of knowledge 
and practical application of sound 


banking principles at your disposal 


. . . ready to help you with your every 


financial problem and need. 


ROANOKE, VIRGINIA 


Director 


"SOLID AND FRIENDLY AS THE MOUNTAINS OF VIRGINIA'" 
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Officers of the 


Virginia Foundation 


for Architectural 


Education 


President Vice President Secretary-T reasurer Director 
Director Louis B. Smithey's picture not available Merritt C. Lee Louis L. SCRIBNER А. O. BUDINA P. S. CLARK 


Martin Tile & Marble Co. Jahn A; Hall 


MARBLE, TILE TERRAZZO & TOILET ROOM ACCESSORIES | & Co., Ine. 


| 
See Belmont Branch Library featured on page 10. ! Paving Contractors 


See New Units and Alterations of Brick Dormitory Group at V. P. I., featured 


Phone: Diamond 3-8460 
ROANOKE, VIRGINIA 


on page 43. 


Phone Elgin 8-7698 
3116 W. Leigh St. Richmond, Va. 


Charles J. Krebs 


Asphalt, Rubber and Plastic Tile 
Acoustical Ceilings—Resilient Flooring 
Featuring Johns-Manville Products 
Р. О. Box 927 Phone DI 3-7953 
ROANOKE, УА. 
Contractors for Floors in Bank of Salem 


and Williamson Road Branch, 
Colonial American National Bank 


BODNER-SHAMES 


INCORPORATED 
AIR CONDITIONING * HEATING + REFRIGERATION 


1601 Monticello Ave. Norfolk, Virginia 
Dial MA 2-7063 


eT TTL MULL LULL mn 


Our 20th Year 


FRITH 
CONSTRUCTION 
COMPANY 


READY MIXED CONCRETE 
“For Every Purpose” 
SAND AND GRAVEL 


Year Round Delivery—Phone 6765 


General Building Contractor 
for the 


Piedmont Trust Bank 


Buena Vista Ready Mix 


Concrete Company 
Member V.C.M.A. , 
BUENA VISTA, VIRGINIA 


SEE PAGE 24 


MARTINSVILLE, VIRGINIA 


ОООО 
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Director Director 
REST W. Coie Mivron Grice 


Director Director 
Ciarence В. Kearrorr 


Director Director Director 
Cuarces А. Pearson, Jr. Josern Н, Saunpers, Jr. 


LEONARD CURRIE 


ELECTRICAL 
CONTRACTOR 


See St. Mark’s Church featured on 
page 31. 


Phone RE 2-4488 
2029 Boulevard 
COLONIAL HEIGHTS, VA. 


R. L. Mann & Son 


TIDEWATER 
STEEL CO. 


Structural Steel 
Metal Deck 


* Bar Joists 


* 


Phone LO 3-1980 
Glen Rock—M cGinnis Site 
P. O. Box 4001 
NORFOLK 2, УА. 
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B & P 
ELECTRIC CO. 
INC. 


Electrical Contractors 
& Engineers 


COMMERCIAL 
INDUSTRIAL 
RESIDENTIAL 


Dial Madison 7-5465 
530 W. 25th St. 


NORFOLK, VA. 


* MOULDINGS + FRAMES 
* CABINETS * LUMBER 
* WINDOW UNITS 
RESIDENTIAL—COM MERCIAL— 


INDUSTRIAL MILLWORK 


WATERFRONT 
LUMBER CO. 


1200 Jefferson Avenue 


Boat Harbor 


Phone Newport News, Va. 3-1305 
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L. W. ROBERTS 
COMPANY 


LIGHTING EQUIPMENT 
STAGE LIGHTING AND 
CONTROL EQUIPMENT 
HOSPITAL SIGNAL 
EQUIPMENT 


ОТ 


Lighting Fixtures for 
Jamestown Glass House 


Point furnished by us 
E. Cary St. Phone MI 8-2214 


RICHMOND, VIRGINIA 
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ж 
John Tester & Son, 


Ine. 


General 


Contractors 


Phone HI 9-5791 
CLINTON, MD. 


* 
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Tuomas Frrz PATRICI 


VIRGINIA 
BUSINESS 
REVIEW 


By 


Ковкуукіл, Pack, Jn. 


HE GITY OF INORFOLK has recently 
I acquired a tract of land exceed- 


ing 400 acres in area. It has been desig- 


nated "Norfolk Industrial Park" and 
has been made available for new in- 
dustry. 

Ihe park is now equipped with 


water, sewerage and power. It is served 


by rail and highway transportation. 


Mr. Louis S. Hudgins, manager, Nor- 
folk Industrial Park, City Hall, Nor- 
[olk, is in a position to give detailed 
information about the availability of 
sights, restrictions, costs, etc. 


Reynolds Metals Со, announces 
plans to spend $250,000 for new equip- 
ment in its packaging research and de- 
velopment laboratories at Tenth and 
Byrd Streets, Richmond. The equip- 
ment is to include deep freeze cham- 
bers, display refrigerators, freezers sim- 
ilar to those in supermarkets, and tem- 
perature control cabinets into which a 
person can walk. Reynolds will also 
install a four-color gravure press, а 
plastics extruder and laminator, and 
new equipment for coating and lam- 
inating foil and placing it on spools. 


BURRUSS BRAND OAK FLOORING 
THE PREFERENCE OF ARCHITECTS 


BURRUSS LAND & LUMBER CO., INC. 


LYNCHBURG, VIRGINIA 


PRIDE 


THAT GOES INTO EVERY 


SERVICES 


DISTRIBUTORS 
ENGINEERING, 
PRINT, 
ART, 
AND 
GRAPHIC DUPLICATING 
REPRESENTING 
AGE, 
PECK & HARVEY, 
SON, 


BLUEPRINTS WHITEPRINTS 


PHOTO PRINTS — PHOTOSTATS 
PHOTOENGRAVINGS = LITHO PLATES 
PHOTO MURAL = 
ART WORK 


VISUAL AIDS 


LAYOUTS 


REPRODUCTION CONSULTATIONS 


VIRGINIA REPRODUCTION AND 


828 Church Street 


OF WORKMANSHIP ) 


SCRIMINATING CRAFTSMEN WHO TAKE PRIDE 
SUPERIOR QUALITY OF VARSCO SERVICES AND 


ITEM MATERIALLY AIDS 


Lynchburg, Virginia 


IN THEIR WORK APPRECIATE THE 
SUPPLIES. THE WORKMANSHIP 
IN MAINTAINING THAT PRIDE, 


SALES 
FOR THE FINEST IN INDUSTRIAL 
INSTITUTIONAL AND TRADE 
WHITEPRINT, LITHOGRA НІС, DR 


AND PRINTING EQUIPMENT AND SUPPLIES 
OFFICE FURNITURE, PARTITIONS AND PHO T( 
EQUIPMENT & SUPPLIES, 
GRANT, C EASE, STEEL - 
MILLER- TROJA HAMILTON 
WEBER, CARTER, 3-M. DAVID- 
AND OTHER TOP MANUFACTURERS 


| SUPPLY CO. 


Dial 6-2571 or 2-8980 


POST, 


LYON, ЕМЕСО, 


EAGLE, 


с 


Aluminum Dome (Continued from page 32) 


On the first day 117 of the 575 diamond-shaped panels 
were installed, 176 panels were added the second day and 
212 on the third. On the final day the remaining 70 panels 
were installed and the dome was tack welded to its anchor- 
ing piers prior to final welding. 

The dome will be made weathertight by means of light 
gauge aluminum sheet stripping applied over the joints and 
bonded to the structure with an adhesive prepared specially 
for this purpose by Minnesota Mining and Manufacturing 
Co. 

The civic center block, located in the geographic center of 
the city, will have a spacious four-lane boulevard approach 
running a mile and a half through the heart of the down- 
town area. 

The modern new center will be ideally suited for a wide 
variety of year-round uses. The dome auditorium with its 
clear sight lines in all directions that will lend itself to con- 
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vention uses, concerts, theaters-in-the-round, ice shows, sports 
activities, industrial exhibits and other types of public func- 
tions. 

According to R. J. Hume, Kaiser’s manager of dome sales, 
“the Kaiser dome is fabricated under a license from Mr. 
Buckminster Fuller who has the patent for the geodesic fram- 
ing principle. Because of this we are in a position to franchise 
fabricator-erectors. 

“The panels which are sheared, stamped and color-coded 
at our Trentwood, Washington facilities are shipped to him 
in a flat condition. Using pre-punched holes, he break-forms 
these sheets into a diamond pattern and flanges them. This 
operation requires a 12 foot break-press. This operation is 
relatively simple and quick, but we require that a .005 
tolerance be kept throughout. The erection requires а 100 
foot mast. The erection of the dome is a quiet and simple 
matter taking approximately three days. 
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Valley Steel Corporation, а fabri- 
cating plant, began operations not long 
ago in its new $150,000 plant on Kes- 
ler Mill Road in Roanoke County, ac- 
cording to the announcement of Wil- 
liam A. Oake, president and treasurer 
of the company. The company, a sub- 
sidiary of Roanoke Iron and Bridge 
Works, was chartered in January, 
1957, the better to serve expanding 
construction industry in Virginia and 
nearby states. 

It specializes in the fabrication and 
marketing of steel bars used in rein- 
forced concrete, also furnishing acces- 
sory material such as steel forms used 
in reinforcing concrete construction 
and other steel items required for pre- 
stressed concrete construction. 

T. O. Winingder, formerly with 
Dichman, Wright & Pugh, Inc., is the 
new president of Virginia Ship Agency 
Corporation. This company opened its 


Robert H. Rankin, formerly an 
account executive with Reuben H. 
Donnelley Corporation in New York, 
has been appointed copy director 
of Cabell Eanes, Inc. advertising 


agency, Daniel J. Korman, agency 
president, announced recently. 
Rankin, son of one of the pioneers 
in advertising, has had a long and 
varied experience in agency work. 
Before going with Donnelley, he was 
senior copy writer at Calkins and 


Holden, 
agency. 

Rankin began his career in the 
advertising department of the New 
York Times. After leaving the Times, 
he advanced to vice-president of 
the William H. Rankin Company, 
advertising agency. Later he became 
a copy writer with another agency, 
Maxon, Inc. Among the major ad- 
vertising accounts on which he has 
written copy are Prudential, Stokely- 
Van Camp, Heinz, Gillette and 
Lincoln-Mercury. 


New York 


advertising 
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new office at 427 Western Union Build- 
ing, Norfolk 10, on September 1, 1957. 
Mr. Winingder has had 30 years ex- 
perience in the general cargo and bulk 
trade at Hampton Roads. 

J. Rhodes Mitchell, vice-president of 
the Chesapeake and Potomac Tele- 
phone Company of Virginia, informs 
us of a major organization change with 
the appointment of Harry D. Wilkins 
as assistant vice-president, public rela- 
tions. 

A native of Eastville on the Eastern 
Shore, Wilkins was graduated from 
William and Mary in 1924. He started 
with the Eastern Shore News and then 
became associated with the Norfolk- 
Virginian Pilot as reporter. 

Coming to Richmond in 1927, he 
went to work for the telephone com- 
pany as a student traffic engineer. 
Since then Wilkins has been traffic 
inspector in Richmond, traffic super- 
intendent in Hagerstown, Md., custo- 
mer relations supervisor, general com- 
mercial supervisor, district traffic man- 
ager and general traffic manager in 
Virginia. 

He also served as assistant general 
manager, assistant vice-president, per- 
sonnel, and assistant vice-president, 
staff, in the headquarters office in 
Richmond. 

In his new position, Wilkins will be 
responsible for certain executive and 
administrative functions of the com- 
pany involving state-wide public rela- 
tions activities, coordinating activities 
with independent telephone companies 
and the preparation of studies involv- 
ing marketing and pricing of telephone 
equipment in relation to long range 
operations. 

The Southern Bank of Norfolk has 
observed its 25th anniversary during a 
two-day program which brought to- 
gether banking and other dignitaries 
from various sections of the state and 
nation. 

Harry О. Nichols, president and 
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Phone RlIverside 3-5534 


<—4 HARRY D. WILKINS 


chairman of the board, told the 
bank’s history briefly, and short talks 
were made by State Commissioner of 
Banking Logan R. Ritchie, E. B. Pen- 
dleton, Jr., state treasurer, and Robert 
N. McLeod, supervising examiner, 
Fourth District, Federal Deposit Insur- 
ance Corp. 

Alvin H. Hechler, prominent in 
Richmond business circles, has pur- 
chased the property formerly occupied 
by Layfield Motors оп Williamsburg 
Road. 'The property was purchased 
from Ellison P. Gaulding for a consid- 
eration of $72,500. Penley Realty Com- 
pany handled the transaction. 

IN THE NEWS 

Paul C. Beatty, of Halifax, has been 
named manager of Halifax Mills, to fill 
the vacancy created by the resignation 
of John R. Sanders. This announce- 
ment was made by David E. Arthur, 
vice-president, Crafts Division of 
Pacific Mills. . .. Hayden A. Anderson, 
of Roanoke, partner in the firm of 
Anderson and Reed, has been elected 
secretary-treasurer of the Virginia So- 
ciety of Certified Public Accountants. 
В. Braxton Hill, of Norfolk, was named 
president and Lawrence H. Camp, of 
Richmond, vice-president. . Frank 
W. Jenks, formerly of Richmond, has 
just been elected president of Interna- 
tional Harvester Co., Chicago, a lead- 


A . 


Consolidated Excavators, Inc. 
LURTY C. TAYLOR, Manager 


P. O. Box 46 


LURAY, VIRGINIA 


| 
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CHARLES W. BARGER & SON 
: General Contractors 


Phone 536 
LEXINGTON, VIRGINIA 


EMM TT ПШШІШІШІШІШІШІШІШІІ 


KEEP VIRGINIA GREEN 


BUILDING MATERIALS 
LUMBER MILLWORK 
HARDWARE PAINTS 


Phones 340 and 341 


Manassas Lumber Corp. 
MANASSAS, VIRGINIA 


PREVENT 
FOREST 
FIRES! 


ЕШШІШІШІТІШПІШІТПІПІИШІШШІШІШІЦІ 


MEREDITH М. POND 


Building Contractor # 4271 


RE 3-8810 
ETTRICK, VIRGINIA 


J. R. CAMPBELL & SONS 
Building Contractors 


RESIDENTIAL * COMMERCIAL INDUSTRIAL 


2210 Berkley Ave., S.W. 
ROANOKE, VA. 


Tel. DI 3-1992 


J. FRANK STULTZ 


Plumbing, Heating, Roofing 
and Sheet Metal 
Sec the Piedmont Trust Bank featured in this issue. 


MARTINSVILLE, VIRGINIA 
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ing manufacturer of trucks and farm 
equipment.. .. Dan Wheeler has been 
appointed sales coordinator for the spe- 
cial products division of Basic-Witz 
Furniture industries, Waynesboro, ac- 
cording to E. M. Bonfoey, president of 
the company. . . . Col. William J. 
Rushton, president of the Protective 
Life Insurance Co., of Birmingham, 
Ala., reports that Samuel C. Maxey 
has been named general agent for 
Roanoke and vicinity... . The Crewe 
Chronicle, weekly newspaper, has been 
sold by Raymond 5. Davis to Allen 
W. Kilpatrick of Lawrenceville, who 
also publishes the Brunswick Times- 
Gazette and the Southside Virginia 
News. . . . George Н. Pringle, executive 
vice-president of Meade’s Corporation, 
announces that Leroy Lee, chief drafts- 
man at the Chillicothe, Ohio division 
since 1952, has been named division en- 
gineer of Meade’s Heald Division, 
Lynchburg. . . . W. M. Heatwole, of 
Harrisonburg, has been elected presi- 
dent of the Virginia State Poultry 
Federation for the coming year. 
E. Leroy Cason, Jr, has been ap- 
pointed manager, Norton area, C & P 
Telephone Co., succeeding C. L. 
Whitehurst, manager for the past five 
years and now transferred to a similar 
position at Pulaski. . . . C. S. Hooper, 
Jr., manager of Southside Electric Co- 
operative at Crewe, has been named 
director for the state of Virginia in the 
National Rural Electric Cooperative 
Association with headquarters іп 
Washington, D. C. . .. George Е. Al- 
bright has been made agency vice- 
president by the Life Insurance Com- 


Sash Door & 
Glass Corp. 
6th & Stockton Sts. 


RICHMOND, VA. 
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Remember—ONLY YOU CAN 
PREVENT FOREST FIRES 


E. M. Parham 
Lumber Company 
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STONY CREEK, VIRGINIA 
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pany of Virginia. Attis E. Crowe has CUT RATE WINDOW CLEANING CO. 


been promoted from assistant secretary F. W. BUCKLEY, Manager 
to second vice-president and Robert WINDOW CLEANING CONTRACTOR 
" For Office Buildings—Industrial Plants—New Construction 
Bolling Lancaster has moved up from Show Rooms— Banks- Offices Residential 
In Z E 3 : Establishe: 
director of sales promotion to assistant — Morkman's Оона Paulie Liability Coverage—State-Wide Service — 
secretary for the company.... J. W. one МЕ 72 BIGEMONAI VA 224 South First Street 


A. Haden, president of National Bank 
and ‘Trust Company, announced the 
appointment of Clyde N. Sprouse, of 


Louisa as manager of the bank’s Pal- CHARLOTTESVILLE 
myra branch. He assumed his new LUMBER COMPANY, Ine. 


duties in Fluvanna County succeeding 
Walter A. Pace, Jr, who was trans- 
ferred to the position of manager of the 
Fork Union branch. . . . George Е. Al- 
Lunsford has been named associate di- 


Specializing іп Architectural Woodwork 


FLOOR COVERING 


rector of chemical research of A. H. 1 ACOUSTICAL TREATMENT 
Robins Co., Richmond pharmaceutical : : PAINT AND HARDWARE 
firm. . . . Outstanding advertising "Y 


awards have been presented by the Af- CHARLOTTESVILLE, VIRGINIA 
filiated Advertising Agencies to Cargill 
and Wilson, Richmond advertising 
agency, and eight organizations the 
agency represents, Recipients include 
Canal Street Parking Corp., the City of 
Richmond, First and Merchants Na- 
tional Bank, Larus & Brother Co., 4 127 2 7 

au a Бабина Co, Union En: Virginia Perlite Corporation of Hopewell 
velope Co., State Department of Con- 

servation and Development, and Vir- Phone—Hopewell Cedar 9.4172 

ginia Electric and Power Co. 


Manufacturers of PERMALITE—the leading perlite aggregate 
for lightweight plaster and concrete. 


— HOPEWELL, VIRGINIA 


Covington 


Plumbing 
& 
Heating 


N. B. HANDY COMPANY 


Distributors of 


GALVANIZED AND BLACK SHEET IRON 
COPPER, SOLDER, CONDUCTOR PIPE 


Heating and Plumbing for 
St. Mark's Church 


EAVE TROUGH, ETC. 


15th and Elm St. 


Phone CE 9-5818 Ф 


HOPEWELL, VA. 
P. O. Box 737 Phone 4-2495 
LYNCHBURG, VIRGINIA 
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For prompt, convenient, and efficient handling of all 
your banking needs in the Roanoke area, call on . 


THE COLONIAL-AMERICAN NATIONAL BANK 


of Roanoke 


Jefferson St. at Campbell Ave. ө Williamson Rd. at Huntington Blvd. 
Melrose Ave. at 23rd St. 


MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION + FEDERAL RESERVE SYSTEM 


Sce the Williamson Road Branch featured on page 16. 
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pete M =e „ Laws for Architects 

: fem. 5 i Carter Sand & Gravel (Continued from page 1) 

E Installed = | é 

Е Grease Traps = | Company, Inc. by a building contractor, with a small 
E Sand & Gravel E i SEPTIC TANKS MANUFACTURED proportion in apartment houses of 
E Phone Suffolk 6766 = | INSTALLED—CLEANED AND which the builder was remote from 
: If no answer call 9827 = i REPAIRED his consciousness. In the same way, 
- E | the builders of the public buildings іп 
= J. W. LASSITER = | Оуег 15 Years Dependable Service which he worked or was entertained 
- 205 March Drive = | Бун Bu Dial MI 3-7341 | were remote from his consciousness; 
E Our tanks are made % mile from І “RICHMOND VIRGINIA : | and, it must be admitted, there was 
= city limits on Holland Road. Í vada шамын | nothing of the architecture of the 


Sn AUAI ——.———— et period to inspire any particular curi- 
osity about the perpetrators. In this 

ӘЗШШШШ ШЕШ ШШІШІШШІШІТШІШІТШІТІП»ПІШІШІГІ ШІГПІТІШІШІШІТШІІШІТІІШІШІТІШІШІ 2 way, the work of the architect was a 
foreign clime to the average mature 

- Virginian during his formative years, 

HICKS & INGLE CO = and little has been done to make it 

: A Ы = familiar. 

Accompanying this ignorance is the 
conviction that there are two things 
that everybody can do: write a book 
and build a house. The book-stalls are 
= crowded with remainders and the land- 
5300 Va. Beach Blvd. Phone LO 5-4735 = scape speckled with horrors that unfor- 

= tunately substantiate this conviction. 
As the architect is dealing with a deep- 
seated human vanity, he must tread 
somewhat delicately in pointing out 
that it is not enough to construct a 
pn i mw building. Also, reasonable appeals to 
safety and durability carry little dra- 
matic impact against the accumulated 
weight of custom, especially where 
public education has failed to inform 
prospective builders that the qualified 


TU 


Mechanical Contractors 


NORFOLK, VIRGINIA 


Electrical Contracting 


Shain architectural supervisor will save money 
Repairing : : ны; я anle 

in the long run. All too many people, 

Complete Motor Work indeed, believe they are saving money 


by avoiding the architect. 
Until recent times, cemeteries were 


aniel-Ke atric Р full of people who thought it cheaper 
McDaniel Kelly Electr 10 Company to avoid doctors, and in our own time 
1218 — 12th Street the corner druggist administered to 

countless complaints of the flesh that 


" В bedeviled his customers, or even stran- 
теч oye ‘INT: ‘iled l 5 
LYNCHBURG, VIRGINIA gers. This practice was not changed of 


itself. It is no secret that doctors (along 
Шы with lawyers, CPAs, and other рго- 
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fessional groups) operate within laws 
sternly enforced to protect the public 
from unqualified practitioners and, 
somewhat more than incidentally, to 
protect their own professions from the 
encroachments of persons inadequately 
trained. 

In the case of doctors, strong pro- 
tective laws are simple to understand. 
A doctor is the first person ап indi- 
vidual meets outside his own family, 
and the child’s relationship with “the 
doctor" is clearly established long be- 
fore the age of reason. The doctor has 
always been there as an authority over 
the mysteries surrounding the most im- 
portant element in a person's life—his 
health, and ultimately life itself. Na- 
turally no sick person wants to risk 
his health to an unqualified practitioner 
of medicine, and the public gladly 
allows medical boards to determine the 
qualifications of a person to practice 
medicine. But this happened through 
public education and strong medical 
organizations; it was not by chance that 
obstetricians became as commonplace 
as midwives were within the memory 
of living people. 

In the case of architects, however, it 
is not so simple. Probably the majority 
of people go through life without ever 
encountering, at least professionally, a 
single architect, Along with this lack, 
there is the positive element in the 
unarticulated conviction of the majority 
that the architect is something a little 
fancy, a luxury of the rich or, when a 
necessity, remotely involved with the 
construction of public buildings, In any 
event, no relationship is established be- 
tween populace and architect as Бе- 
tween populace and doctor. Thus, the 
enforcement of laws covering properly 
qualified practitioners of architecture 
operates in something of a vacuum of 
public indifference. 

This is fundamental in considering 
the need for clarification of existing 
Virginia laws and stronger penalties for 
the violation. 

If architects will not be offended at 
the comparison, their existence in re- 
lation to the public is akin to that of 
writers. For years writers’ groups la- 
bored in Washington to change the law 
that caused an author to be taxable 
as of that year's income for the royalties 
on a book on which he had worked 
several years, in some instances, а 
single successful book was the fruit of a 
lifetime of trial and effort, of research 
and preparation. He would have no 
more in him. But he was taxed for 
earned income only for the year of 
publication, Some compromise was 
finally evolved, but he is still taxed as 
of earned income, not capital gains, on 
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Ashland Lumber Company, Inc. 


| LUMBER AND BUILDING SUPPLIES 
| ASHLAND, VIRGINIA 


TELEPHONE ASHLAND 2211 


> 


“ — — — — - 222 


MN EL NL DHL ШІП ПІТШШІШІШШІІШІШІЕШІІІШШШШШ 


BUILDINGS EQUIPMENT & 
SUPPLY CORP. 


Floor Maintenance Equipment 
Complete Line of Cleaning Supplies 
Sanitary Chemicals and Allied Products 


ОООО 


ШІ 


“We carry everything but the janitor.” 


811-13 W. Broad Street 
RICHMOND, VA. 


БОО 


Dial EL 8-4986 


ИИИ ТААРАТКАНА HP HM 


UNITED FIREPROOF CORPORATION 
Brick + Tile > 


Stone 


1700 W. Pembroke Ave. 


Hampton, Va. Phone 3-1751 


Refer to Page 34. 


MURRAY & DISCHINGER 


Engineers 


Franklin R. Murray and H. C. Dischinger 
CITIZENS MARINE JEFFERSON BANK BLDG. 


NEWPORT NEWS, VIRGINIA 
Phone 4-3443 


Franklin Concrete Products Corporation 
READY-MIXED CONCRETE 


Concrete Blocks апа Supplies 
for Tidewater Virginia 


Phone LOgan 2-4168 FRANKLIN, VA. 
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LOWE & NELSON 
Plumbing & Heating Co. 
Phone: Diamond 4-5834 
319 McClanahan Ave., Roanoke, Va. 


— 


Plumbing, Ventilating and Heating Contractors 
for 
OAK GROVE ELEMENTARY SCHOOL 
IN ROANOKE COUNTY, VIRGINIA 
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We are proud of the architects and the architecture of Virginia, the 
constant attention to beauty as well as utility, thereby adding to Vir- 
ginia's heritage of beautiful buildings— 


Goodwin Heating & Plumbing 


R. F. D. 4 Phone CO 60628 
RICHMOND, VIRGINIA 


—— 


— — 


LOCHER BRICK CO., Inc. 


GLASGOW, Rockbridge County, VIRGINIA 
Telephone 2221 or 2231 ! 


Manufacturers іп Virginia since 1847 
Manufacturers Handmade Claywares since 1929 | 


SALES AND SERVICE OFFICES—Virginia; Contact local building supply dealer 
or dial Glasgow 2231. North and South Carolina; phone Rocky Mt. 6-5810 or | 
Charlotte phone Franklin 6-1149. Georgia and Southeastern States; phone Atlanta | 
TR 6-1084. | 


J. M. TURNER & СО., INC. 
GENERAL CONTRACTORS 


317 McClanahan St., S.W. Dial 3-2419 


ROANOKE, VIRGINIA 


General Contractor: Oak Grove Elementary School 
Roanoke County, Va. 
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GROVER L. WHITE, INC. 


"SERVING TIDEWATER SINCE 1915" 


730 BOUSH ST. * PHONE MA 7-4563 * NORFOLK 10, VA. 
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a sale of any property to motion-pic- 
tures. However, for non-professionals, 
like Eisenhower, there are laws which 
tax as capital gains any writings sold, 
as memoirs to the Saturday Evening 
Post. Such sales not only divert money 
from professionals, but protect tax-wise 
the non-pros to whom the money is 
diverted. Obviously the populace, as 
represented in Washington, relates in 
the same indifference to writers as the 
populace, as represented in the state 
legislature, does to architects. 

But the architect has one definite ad- 
vantage. While the writer is a luxury, 
the architect сап demonstrably prove 
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CONCRETE BLOCK 
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Jefferson Ave. Ext. 
& Bridge Rd. 
Phone 2-3221 
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that he is a necessity for the protection 
of health, property and even life. How- 
ever, functioning in the vacuum of 
public indifference, it devolves on the 
architect so to present his case as to 
shake the public out of its apathy. 
The basic need is to define the ob- 
jective, plan the strategy and tactics 
for achieving that end, and appoint 
representatives best qualified іп poli- 
ticking. Nothing is going to be done 
because it should. Odious though the 
idea might be, ends are achieved by 
preparing the public for the ‘reception 
of the desired objective and by the 
skillful application on the pressure 


American 
Heating 
and 
Air 
Conditioning 


F. P. GRIFFITH, 
Owner and General Manager 


Heating, 


Air-Conditioning, 
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Plumbing 
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See St. Mark's Methodist Church 


fcatured on page 31. 
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504 Bolling Brook St. 
Phone Regent 3-7942 


PETERSBURG, VA. 


to tell the Virginia Story 
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South Roanoke Lumber Со. 


Suppliers of the Beautiful Millwork for the 
First National Exchange Bank 
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(See Cover) 
2329 Franklin Rd., S.W. 
ROANOKE, VA. 


is 


J. E. Sears & Company, Inc. 


MANUFACTURERS AND DEALERS 
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BUILDING MATERIALS 


APPOMATTOX 
Phone 2891 


LYNCHBURG 
Phone 2-3409 
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CLAYTON С. TINNELL 


Electrical Contractor 
Phone Diamond 2-1881 
ROANOKE, VIRGINIA 
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Subcontractors: Hollins College Chapel and Farmers National Bank, Salem, 


featured in this issue—pages 39 and 27 respectively. 
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LUMBER COMPANY 


LUTHER COMPTON, Mgr. 
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General Contractors 
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Phone CApital 8-5021 
= WYTHEVILLE, VA. 
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SEABOARD PAINT & SUPPLY CO. 


Distributors for | 
SCHLAGE, YALE AND KWIKSET HARDWARE | 


40th & KILLAM AVE., NORFOLK, VA. 


Sce the National Bank of Commerce in Southern Shopping Center 
at Norfolk. Featured on page 28 


BARNETTE & CYHERS, INC. 


General Plumbing, Heating, Roofing 
апа Electrical Contractors 


Richlands, Va. Phone 265 
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LIPHART STEEL COMPANY, INC. 


DESIGNERS - FABRICATORS - Erectors 
STRUCTURAL STEEL 
ORNAMENTAL IRON 


Office and Plant: 3308 Rosedale Avenue 
RICHMOND 20, VA. 


P. O. ADDRESS 
BOX 5028 


Lein 5-7481 
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H. F. BROWN & СО. 
“For Better Plumbing" 
PLUMBING and HEATING CONTRACTOR 
Residential and Commercial 


Phone MA 7-6082 304 West 25th St. 


NORFOLK, VA. 


| CONCRETE READY MIX CORP. | 
911 Norfolk Ахе., S.W. 
ROANOKE, VA. 
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Dial Roanoke 
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points of political powers. 

But, first and essential, comes the 
education of the public — or, crassly, 
public relations. No laws are going to 
be properly enforced until the public 
cares. Once more to refer to traffickers 
in the printed words: books are sold 
largely to women. Publishers did not 
invent women’s clubs, but they did 
discover their power in 
creating interest in books and writers. 
Vomen are also dominant forces in 
buying homes. 

It happens that every valid argument 
of the architect is an argument to which 
women are particularly susceptible. 
Properly educated, a woman would no 
more risk her house to an unqualified 
person than she would risk her child 
to a medical practitioner without a 
degree. 

Thus, as an individual’s first contact 
with an outsider is with the doctor, so 
his first contact with building is his 
home. When an architect has become 
recognized as a necessity as a home- 
builder, the rest will be history. 
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Bank of Salem 
(Continued from page 19) 
the sidewalk will form the base for 
the all glass portion of the front and 
also continue along the brick wall. 
Not only will the planting box serve 
as a common denominator for the glass 
and brick elements, but it will relieve 
the brick mass with well planned 
foliage. The exterior appearance of the 
new bank building will be one of 
dignity with appealing textures. 
The offices and interior spaces will 
be completely air conditioned. 
The general contractor for the work 
is Days Construction Company of 
Salem. 
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Clung Lumber Co 
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Fa.; roofing, sheet metal work & waterproofing, 
McDaniel, Roanoke, Va.; banking fixtures and 
panelling, American Furniture and Fixture Co., 
Inc., Richmond, Va. 
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iT TAKES 
UNDERSTANDING 


А. а Trustee, The First National Exchange 
Bank is keenly aware that the human 
side of an estate is every bit as important as 


the business and practical side. 


In our Trust Division, every estate is handled by 
an officer rich in experience, background, 
technical knowledge and the understanding 


to carry out your aims. 


Yes, understanding is important. We would 
welcome an opportunity to discuss your estate 


plans in detail with you and your attorney. 


FIRST NATIONAL EXCHANGE 


BANK OF ROANOKE 


Ы ОЕ © MAIN OFFICE: JEFFERSON AND CAMPBELL 
BRANCHES; 1323 GRANDIN ROAD, S.W. » 3625 WILLIAMSON ROAD, N.W. 
4202 MELROSE AVENUE, N.W. 
MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 


Low Cost 


Make roof decking and 
exposed acoustical ceiling 
of the same 


Insulrock., 


You get a two-sided saving 
by using Insulrock Building Slabs. 


Use the top side for roof decking— 
permanent, weather-cured, tough, strong, load- 
Free folder hearing, incombustible, fuel-saving, insulating 
shows more, roof decking. 
shows why 


Use the other side for exposed ceilings— 
è o o send for it. 


sound-absorbing, air-spaced, acoustical, ran- 
dom-texture— off-white modern finish “ав is” 
or painted attractively. 


Insulrock reflects light, helps increase illumina- 
tion, reduces lighting costs, absorbs up to 80% 
of efficiency-distracting noises. 


Get double duty. Specify Insulrock. 


M. 


Division of The Flintkote Company M 


INSULROCK COMPANY 
Sales Office: East Rutherford, New Jersey 


Plants: LINDEN, NEW JERSEY * RICHMOND, VIRGINIA * NORTH JUDSON, INDIANA 


Approved Applicators for Virginia: Jonn Н. Hampsuire, Inc., Richmond, Norfolk, Roanoke 


